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By ROB BURGESS 
The Daily Journal 
mere block from the Mendocino 
County Courthouse sits massive, 
empty brick building crowned with 
a sign reading “PALACE HOTEL 1891” 
that has become what some still view as 
the great untapped resource that would 
rejuvinate Ukiah. 

“The historic Palace Hotel in down- 
town Ukiah has been vacant since 1981, 
save three attempts to reopen it,” stated a 
portion of the introduction to a document 
entitled “Ukiah’s Palace Hotel Reuse 
Study” that was prepared for the city by 
Applied Development Economics in Nov. 
2001. “It is one of the City’s largest, most 
prominent buildings, and is a key comp- 
nent of Ukiah’s downtown revitalization 
efforts.” 

So, why then, a quarter century after 
the last guest checked out, is the property 
still effectively in architectural limbo? 

“Bringing it up to code would be an 
enormous challenge,” said Robert 
Sandelin, the grandson of Frank Sandelin 
who bought the hotel in 1904 and owned 
it until his death in 1926. That same year, 
Robert Sandelin’s father, Walter, took 
over ownership for the next 40 years until 
1966 when he sold the buisness and 
retired. 

As a child, Robert Sandelin was 
charged with the task of watering the 
vines that still cling to the buidling’s exte- 
rior every day after school from the time 
he was six. 

He said the problem with those looking 


TODAY: Empty Hotel FUTURE: Unknown 
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A sign atop the Palace Hotel reminds everyone of its 116-year history. The 
last time it was open for business was in 1981. 


to rejuvinate the hotel is the public’s per- 
ception of the property is viewed through 
the prism of nostalgia and not reality. 
“There are a lot of romantics out 
there,” he said. “They talk about bringing 
it to it’s previous glory. The problem is, 


there is none--everything inside was fake. 


Palace Hotel ands to a new future 


Places 


with a past 


Part 4 of 4 


Today The Daily Jour- 
nal concludes its series of 
articles that provide a 
glimpse into the previous 
lives of a few local land- 
marks. 


MacLeod Pappidas/The Daily Journal 
Currently empty, the 
Palace Hotel on State 
Street in Ukiah occupies 
roughly a third of a city 
block. It’s been more than 
25 years since the last 
guest stayed at the now- 
unoccupied hotel. 


It was nice, but it was no Palace Hotel in 
San Francisco.” 

Part of that perception may be thanks 
to the hotel’s own self-promotion during 
its more profitable incarnations. 


See PALACE, Page 16 


Massive toy 
recalls fuel 
consumer 
concerns 


By CONNIE KORBEL 
Fort Bragg Advocate-News 

This has been an unprecedented year in the 
variety and volume of toys recalled and 
removed from store shelves primarily for exces- 
sive levels of lead paint on plastic, wood, rub- 
ber, metal and even cloth-made products. In all 
cases, the source was 
surface paint applied 
to toys by Chinese 
manufacturers. There 
have been over 70 
separate toy recalls in 
2007 so far, begin- 
ning in January with 
baby rattles manufac- 
tured in China and 
sold by Target. 

Here's a quick look 
at recall activity, not 
only lead-related, just 
in early November 
for products bearing 
the "Made in China" 
label. 

- Nov. 16, 36,000 
boys and girls storage 
racks with canvas 
totes, and 10,000 
Hobby Lobby halloween-themed baskets 

- Nov. 15, 1,000 children's bath robes that 
failed to meet the children's sleepwear flamma- 
bility standard. 

- Nov. 13, Nike recalled 235,000 football hel- 
met (youth and adult-sized) chin straps that can 
break and pose risk of serious injury. 

- Nov. 8, 175,000 Curious George plush dolls 
from Marvel Toys for surface paint on its plastic 
face and construction hat. Also on that day, 


Toy Recall 
Update 


from the 
Fort Bragg 
Advocate-News 


See RECALLS, Page 16 


Global warming threatens to impact election 


AANA 


Capitol report 
from 
MediaNews Washington 


By FRANK DAVIES 
MediaNews Washington Bureau 

Climate change transforms an 
election campaign. Extreme 
weather and water restrictions 
galvanize voters. Both political 
parties scramble to propose 
mandatory limits on carbon emis- 
sions. 

That’s happening now, but not 
in the United States. It’s Australia. 
There, the impact of global warm- 
ing has shaken up a national elec- 
tion. 

In the 2008 U.S. presidential 
campaign, “going green” is now 
more than just a mantra, but it’s 
not a top-tier issue - Yet. 


PENSKE 


TRUCK RENTALAY 


That could change in the gen- 
eral election, and California, with 
its delegate-rich primary Feb. 5, is 
one state where global warming 
could be a major factor even ear- 
lier. 

While some candidates offer 
detailed plans, few talk about 
making hard choices and sacri- 
fices. 

And if the planet is in peril, as 
the latest UN science report says, 
it’s hard to convince voters of 
consequences that seem off in the 
distant future and are too compli- 
cated to cover in sound bites. To 
many, the Iraq war, health care 
costs and economic fears are 


OW 


more urgent concerns. 

“Global warming is so com- 
plex, with many layers and 
nuances,” said David Rothkopf, 
an energy and trade official in the 
Clinton administration. “It’s a 
challenge for the candidates and 
the political media.” 

At a first-ever presidential 
forum on the issue in Los Angeles 
last week, Hillary Clinton had a 
warning for activists. 

“When I talk to audiences 
about the need for energy inde- 
pendence, people cheer,” the 
Democratic hopeful said. “When 


See ELECTION, Page 2 
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Trestle at 


Pudding Creek 
finally opens 


By TONY REED 
Fort Bragg Advocate-News 

FORT BRAGG - The fog rolled in at the end 
of an otherwise clear Thursday, just in time for 
the long-awaited opening of the renovated 
Pudding Creek Trestle. 

About 200 people came together at the south 
end, where State Parks’ area Superintendent 
Marilyn Murphy gave a short presentation 
before allowing the large crowd onto the upper 
deck and out the center. At the north end, about 
50 people gathered in wait to find no fanfare, 
speeches or presentations. Upon a signal, the 
orange safety netting was simply pulled aside 
and people were allowed to cross. Murphy and 
Fort Bragg Mayor Doug Hammerstrom cut the 
ribbon and officially opened the bridge. 

However, few could see the ribbon cutting, 


See TRESTLE, Page 2 
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Retailers have a strong start 
to the holiday shopping season 


NEW YORK (AP) — The nation’s shoppers 
set aside worries about higher gas prices and a 
slumping housing market and proved their 
resilience over the Thanksgiving weekend, 
giving what the nation’s merchants wished for 
— a strong start to the holiday shopping sea- 
son. 

Stores and malls opened the season as early 
as midnight, drawing bigger-than-expected 
crowds Friday for discounted flat-panel TVs, 
digital cameras and toys such as all things 
related to Disney Channel’s “Hannah 
Montana.” Strong sales continued through 
Saturday, according to one research group that 
tracks total sales at retail outlets across the 
country. 

Clearly, the biggest draw was electronics, 
benefiting consumer electronics chains like 
Best Buy Co. and discounters such as Wal- 
Mart Stores Inc. and Target Corp. Popular- 
priced department stores including J.C. Penney 
Co. and Kohl’s Corp. drew in crowds with 
good deals. Toy stores like Toys “R” Us Inc. 
fared well too. Still, apparel sales appeared to 
be mixed at mall-based clothing stores, though 
a cold weather snap helped spur sales of outer- 
wear and other winter-related items. 

“This was a really good start. ... There 
seemed to be a lot of pent-up demand,” said 
Bill Martin, co-founder of ShopperTrak RCT 
Corp., which tracks total sales at more than 
50,000 retail outlets. ShopperTrak reported 
late Sunday that sales on Friday and Saturday 
combined rose 7.2 percent to $16.4 billion 
from the same two-day period a year ago. 

Total sales on Friday, the day after 
Thanksgiving, rose to $10.3 billion, up 8.3 per- 
cent from the same day a year ago. Martin had 
expected increases no greater than 5 percent. 


Sharif returns to Pakistan 
from exile, increases pressure 


LAHORE, Pakistan (AP) — Former Prime 
Minister Nawaz Sharif returned from exile 
Sunday to an ecstatic welcome from thousands 
of supporters and immediately stepped up the 
pressure on U.S.-backed military ruler Pervez 
Musharraf to end emergency rule. 

The arrival of one of Musharraf’s harshest 
critics was a fresh challenge for the president, 
who has faced intense domestic and interna- 
tional condemnation since he declared a state 
of emergency on Nov. 3, locking up thousands 
of opponents, purging the Supreme Court and 
muzzling the media. 

Sharif, who was ousted by Musharraf in a 
1999 coup, planned to register for crucial Jan. 
8 elections by a Monday deadline. But he also 
threatened to boycott the vote if Musharraf 
does not end emergency rule. An opposition 
boycott could deal a potentially fatal blow to 


the president, who has claimed Pakistan is 
heading toward democracy. 

“Musharraf has taken this country to the 
brink of destruction,” Sharif told crowds of 
supporters and onlookers from the top of a 
truck carrying him from the airport into his 
home city of Lahore. 

“When the constitution, fundamental rights 
are suspended, when people live difficult lives, 
when judges who make decisions according to 
the constitution are ousted, will elections in 
such a situation not be a fraud?” he said. 


Syrian to attend Mideast 
summit, a victory for Bush; 
expectations still low 


WASHINGTON (AP) — Arab holdout 
Syria agreed Sunday to attend a Mideast peace 
conference called by President Bush to restart 
talks to resolve the six-decade conflict between 
Israel and the Palestinians, yet expectations for 
the summit remained low. The two sides came 
to Washington without agreeing on basic terms 
for their negotiations. 

Bush invited the Israeli and Palestinian 
leaders to separate meetings at the White 
House on Monday to prepare for the center- 
piece of his Mideast gathering — an all-day 
session Tuesday in Annapolis, Md. It is to be 
the only time that Bush, Israeli Prime Minister 
Ehud Olmert and Palestinian President 
Mahmoud Abbas meet together, and their 
three-way handshake is expected to be the con- 
ference’s symbolic high point. Bush closes the 
U.S. effort with a second set of separate Israeli 
and Palestinian meetings at the White House 
on Wednesday. 

“The broad attendance at this conference by 
regional states and other key international par- 
ticipants demonstrates the international resolve 
to seize this important opportunity to advance 
freedom and peace in the Middle East,” Bush 
said in a statement Sunday. 

“We’re confident there will be a document 
and we’ll get to Annapolis in good shape on 
that,” but bargaining may well continue behind 
the scenes during the session Tuesday, State 
Department spokesman Sean McCormack said 
in an interview. 


Producers and Broadway 
stagehands resume talks 


NEW YORK (AP) — Negotiations resumed 
Sunday between striking Broadway stage- 
hands and theater producers struggling to find 
a solution to their thorny, seemingly intractable 
labor dispute as theaters faced a third week of 
dark stages and mounting box-office losses. 

More than two dozen plays and musicals 
have been closed since Nov. 10, when the 
stagehands walked off the job. 


POLICE REPORTS 


The following were 
compiled from reports 
prepared by the Ukiah 
Police Department. To 
anonymously report 
crime information, call 
463-6205. 

ARREST -- Jack Gouber, 
39, of Santa Rosa, was arrest- 
ed on suspicion of driving 
under the influence at 2:16 
a.m. Saturday at the 200 block 
of Washington Avenue. 

ARREST -- August 
Cleland, no age given, of 
Susanville was arrested on 
suspicion of driving under the 
influence at 2:19 am. 
Saturday at 915 N. State St. 


ARREST -- Jeffery 
Gautreaux, 40, no hometown 
given, was arrested on suspi- 
cion of making terrorist 
threats, brandishing a deadly 
weapon during a quarrell and 
possession of a firearm during 
the commission of a felony at 
2:46 p.m. Saturday at 157 


Porzio Ln. 

Those arrested by law enforcement 
officers are innocent until proven guilty. 
People reported as having been arrest- 
ed may contact the Daily Journal once 
their case has been concluded so the 
results can be reported. Those who feel 
the information is in error should con- 
tact the appropriate agency. In the case 
of those arrested on suspicion of dri- 
ving under the influence of an intoxi- 
cant: all DUI cases reported by law 
enforcement agencies are reported by 
the newspaper. The Daily Journal makes 
no exceptions. 


udj@pacific.net 


CORRECTIONS 


The Ukiah Daily Journal reserves this 
space to correct errors or make clarifications 
to news articles. Significant errors in obitu- 
ary notices or birth announcements will 
result in reprinting the entire article. Errors 
may be reported to the editor, 468-3526. 


LOTTERY NUMBERS 


DAILY 3: Midday: 0,0,7 
Evening: 6,8,4 
FANTASY 5: 11, 19, 20, 
27, 31 

DAILY DERBY: 

1st: 03 Hot Shot 

2nd: 09 Winning Spirit 
3rd: 11 Money Bags 
Time: 1.42.95 


Parents dead, toddler gravely wounded 
in alleged murder-suicide in Vallejo 


VALLEJO — A toddler 
remained in intensive care 
with grave injuries Sunday 
after being shot in the head by 
her father, who also fatally 
shot the girl’s mother before 
turning the gun on himself, 
police said. 

The father, 41-year-old 
Vernon Val Watson, was pro- 


nounced dead at Kaiser 
Permanente Medical Center in 
Vallejo following the Friday 
night shootings, which left 38- 
year-old Stacie Denise Owens 
dead at the scene, Vallejo 
police Lt. Richard Nichelman 
said. 

The 2-year-old girl was 
flown to Children’s Hospital 


in Oakland. Doctors had man- 
aged to keep her alive as of 
Sunday afternoon, but she was 
unlikely to survive, authorities 
said. 

The mother’s death was 
Vallejo’s 16th homicide of the 
year. The city of 120,000 just 
north of San Francisco had six 
murders in 2006. 


Trestle 


Continued from Page 1 


due to the crowd gathered 
tightly on the bridge deck. 
Many held cameras high 
above their heads and 
attempted to take photos. 

Overall, people were very 
happy to be on the trestle as 
they marveled at the views 
and snapped photos. Motorists 
honked on Highway 1 as they 
passed, likely surprised to see 
people walking on the trestle. 
Many brought bicycles, but 
were unable to ride on the 
bridge, due to the dense 
crowd. 

Several people mentioned 
that the day’s activities would 
likely mark the most people to 
be on the trestle at one time. 
City Council member Dan 
Gjerde, a well-known advo- 
cate for bicycle and pedestrian 
pathways, was present with 
his bicycle. City Manager 
Linda Ruffing, Planner Sean 


O’Rourke and City Council 
Member Meg Courtney, also 
were among many familiar 
faces at the event. 

A long wait 

Gene Lewis, co-chairman 
of the Ten Mile Coastal Trail 
Foundation, said the group 
has basically been inactive for 
several years, waiting for the 
trestle to open. The founda- 
tion, a 501(c) (3) nonprofit 
group formed in 1996, hoped 
to establish a continuous 
coastal trail from Ten Mile 
Bridge to Noyo Harbor. 

“Getting that trestle done 
has been our only impedi- 
ment,” he said. 

He said the group may 
again return to work on their 
goal, adding that funds have 
been sitting since the group 
became inactive some years 
ago. He said that with State 
Parks’ acquisition of Glass 
Beach and the work taking 
place on the Georgia Pacific 
mill site, the group’s mission 
seems more hopeful now. 

State Parks surprised many 


in 2003 with the news that 
they had completed a mitigat- 
ed negative declaration for 
plans to refurbish the trestle 
for public use. Then State 
Parks Superintendent Ron 
Munson predicted the over 
150-year-old bridge could be 
reopened by early 2005. 

In late 2003, the project hit 
a road block when the trestle 
was found to need much more 
repair than originally antici- 
pated. Workers estimated that 
about 85 percent of the struc- 
ture would need to be fixed or 
replaced. 

Earlier this year, about 20 
percent of the trestle’s length 
was completely replaced with 
new materials and concrete 
footings. 

The reconstruction was 
done by Abacus Construction 
of Redding, Calif. 

For additional stability, the 
trestle’s handrail contains a 
series of cables running the 
full length of the bridge. A 
boulder is placed at the south 
end to keep vehicles from dri- 
ving on the upper deck. 


Election 


Continued from Page 1 candidates, 
I talk about global warming, Edwards 
people sit there. For many Kucinich. 


ter than the green groups that 
invited all contenders to the 
Los Angeles forum. Three 
all Democrats, 
showed up - Clinton, John 
and 


the frontrunners, such as Fred 
Thompson, Ron Paul and Tom 
Tancredo, question the scien- 
tific consensus that human 
activity is causing climate 
change. Most Republicans 
support the greater use of 


Dennis 


people, the case has not yet 
been made.” 

And the media are partly to 
blame, some environmental- 
ists say. 

At that forum, sponsored 
by the League of 
Conservation Voters and other 
groups, David Roberts of 
Grist, an online magazine on 
environmental issues, noted 
that Tim Russert has inter- 
viewed presidential candi- 
dates 16 times on “Meet the 
Press.” He’s asked a total of 
about 300 questions but not 
one of them is about climate 
change. 

“We’ve seen unbelievable 
indifference from the national 
political media,” Roberts said. 

Republican John McCain, 
campaigning in Sacramento, 
said: “This is an important 
issue. I don’t think it has been 
discussed enough in the presi- 
dential debates on either side.” 

That may be changing. 
Next month in New 
Hampshire, two leaders on cli- 
mate change with undeniable 
star power - Al Gore and Gov. 
Arnold Schwarzenegger - will 
try to lure candidates from 
both parties to a forum on 
energy and climate change. 

The “Albert and Arnold” 
tandem will probably do bet- 


So far, it’s the Democrats 
who favor aggressive action, 
including government- 
ordered reductions, to curb 
greenhouse gas emissions. 
Most Democrats favor a target 
of 80 percent reductions by 
2050, sharp increases in fuel- 
efficiency standards and a big- 
ger investment in renewable 
fuels and other green tech- 
nologies. 

The leading candidates in 
the polls - Clinton, Edwards 
and Barack Obama - support a 
cap and trade program similar 
to a plan California is pursu- 
ing. Utilities and businesses 
that exceed pollution limits 
buy allowances from “clean- 
er” producers who are under 
the limit. Such a system, the 
theory goes, would unleash 
market forces to make new 
technology - such as storing 
the carbon dioxide from coal - 
more affordable. 

One Democrat, Sen. Chris 
Dodd of Connecticut, propos- 
es a corporate carbon tax as 
the only sure way to set a price 
on carbon and wean the U.S. 
economy from fossil fuels. 

Most Republicans are skep- 
tical of government mandates 
to reduce carbon emissions 
and warn of higher energy 
costs. Some, who trail behind 


How to reach us 


nuclear energy. 

“It’s inexcusable to take 
nuclear off the table,” said 
John Herrington, speaking for 
Rudy Giuliani at a recent 
forum of candidate advisers in 
Washington. 

“On cap and trade, Rudy 
Giuliani takes a wait and see 
attitude,” added Herrington, a 
former energy secretary and 
state GOP official who lives in 
Walnut Creek. 

Mitt Romney, like most 
Republicans, stresses the need 
for energy independence as a 
security issue. On climate 
change, he wants China and 
India to do more before con- 
sidering U.S. mandates. 

One exception on the GOP 
side is McCain, who has long 
supported a cap and trade plan 
and higher fuel efficiency. 
Climate change is “devastat- 
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ing, and we have to act,” 
McCain often says. 

McCain has praised 
Schwarzenegger and the state 
for its mandates on efficiency, 
conservation and emissions 
limits. 

Clinton made a subtle 
appeal to California activists 
by telling them she often cites 
the state’s efficiency rules as a 
model when discussing the 
issue in other states. And 
Obama reminds audiences 
that his proposed national 
low-carbon fuel standard is 
similar to California’s. 

“California has grappled 
with this more than just about 
any other place, and has seen 
some results,” said Rothkopf, 
a visiting scholar at the 
Carnegie Endowment for 
International Peace. “You will 
see more candidates holding it 
up as an example.” 

The issue has additional 
impact in Silicon Valley, 
where venture capital is pour- 
ing into new, clean technolo- 
gies. Most candidates favor a 
larger federal investment in 
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research and development for 
clean tech. 

That could be a boon to the 
Valley and generate jobs on a 
scale similar to the develop- 
ment of the microprocessor 35 
years ago, Google CEO Eric 
Schmidt said recently. 

The surest sign that candi- 
dates are taking climate 
change seriously is not just the 
detailed proposals - Clinton’s 
is more than 20 pages - but the 
willingness to occasionally 
discuss the potential costs to 
an economy wedded to cheap 
oil and coal. 

“At least on the front end, 
there’s going to be some costs, 
and we can’t pretend like 
there’s a free lunch,” Obama 
told a crowd in Iowa last 
month. 

Edwards often tells audi- 
ences: “Candidates roll in here 
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every four years and they 
promise you this and that. I’m 
going to tell you the truth. 
This won’t be easy.” 

The overall level of discus- 
sion on global warming, often 
prompted by voters, “has been 
better and more intense than I 
expected,” Rothkopf said. 

Rothkopf predicts that the 
issue will take hold more dur- 
ing the general election, right 
behind national security and 
heath care. The Democratic 
candidate will pledge aggres- 
sive action and the Republican 
candidate - unless it’s McCain 
- will sharply disagree, he 
said. 

“The fault line would be 
very clear in that case,” 
Rothkopf said. “Climate 
change would be at the center 
of a campaign in a way we’ve 
never seen before.” 
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COMMUNITY CALENDAR 


MONTHLY MEETINGS 


American Legion Post 76 and Sons of the American Legion 
Squadron: Meets first Monday; 7 p.m.; Veterans Memorial 
Building, 293 Seminary Ave.; call Commander Jim Wilson, 462- 
5631 or Adjutant Adrian Rodriguez, 463-2364. 

WIMSA: Women who are, or have served, in the military meet 
for lunch on the first Monday; for information call 462-6135 or 
485-7908. 

Ukiah Elks Lodge: Regular meeting second and fourth 
Wednesday of every month; dinner at 6 p.m. (reservations 
required); meeting at 7 p.m.; 1200 Hastings Road, Ukiah; for infor- 
mation call 462-1728. 

Laureate Zeta Epsilon Chapter: 7 p.m.; fourth Tuesday; at 
members homes; call June Knipping at 462-5679 or Kathy 
O’Bryant at 462-0415. 

NAMI: (National Alliance for the Mentally Ill Family Support 
Group) first and third Wednesdays, 6 to 7:30 p.m.; call 467-9798 
and ask for Ken or Diane for location and information. Nami is an 
organization dedicated to improving the lives of people with brain 
disorders by providing mutual support, education and advocacy. 

Early Iron of Ukiah Car Club: Meets last Tuesday of the 
month at 7 p.m. at the Broiler Steak House, 8400 Uva Drive, in 
Redwood Valley; general meeting; for information call Tammy at 
485-7188. 

Ukiah Area Republican Women: Meets last Tuesday of the 
month at noon at the Ukiah Garden Cafe; informative and interest- 
ing luncheon speakers; for more information call Dottie Kauffman 
at 462-7036. 

North Coast Striders: Running and walking club board meets 
the last Wednesday; membership dues, $12 per person or $18 per 
family including a newsletter; for information call 462-3329 or e- 
mail striders.org. 


WEEKLY MEETINGS 


Alanon: Meets Mondays at 5:30 p.m., Tuesdays noon, Fridays 
noon, and Saturdays at 10:30 a.m.; Calvary Baptist Church, 465 
Luce Ave.; for more information call 463-1867 or 621-2721. 

Alateen: Meets Thursdays 8 to 9 p.m.; Calvary Baptist Church, 
465 Luce Ave., enter at east side back door; for more information 
call 468-9290. 

Bingo: Non smoking, non-profit, Bingo will be held Tuesday 
nights at 6 p.m. and Thursday afternoons at 1 p.m., at the Ukiah 
Senior Center. 

Card and Boardgame Club: Meets at 8:30 a.m., on Tuesdays 
in Bartlett Hall in Room 11 and 12 and at 5:30 p.m. on Wednesdays 
and Fridays, at Carter Hall at the Ukiah Senior Center; for infor- 
mation call Joyce, 468-8943. 

Celebrate Recovery: Christ-centered 12-step recovery; Fridays 
at Trinity Baptist Church Hall, South Dora Street and Luce Ave, 6 
p.m. fellowship dinner; 7 p.m. teaching/testimony; 8 p.m. men and 
women’s small group sharing; 9 p.m. dessert/solid rock cafe. 
Babysitting provided. For more information call 462-6535. 

Duplicate Bridge: Meets at 7 p.m., every Monday, and at 1 
p.m., every Wednesday, in the community room at Washington 
Mutual Bank, corner of Gobbi and State streets. Newcomers are 
welcome. For more information call 468-8476. 

Financial Management Workshop: Noon to 1 p.m. 
Wednesdays; Salvation Army Office, 714A S. State St, Ukiah; 468- 
9577. 

GURDJIEFF Reading and Discussion Group: Meets 7 p.m. 
on Fridays. For more information, call 391-6780 or 485-7293. 

Kiwanis Club: Meets at noon, Tuesday, at The Ukiah Garden 
Cafe 1090 S. State St.; for more information call Janet Carlson at 
467-2288. 

Lions Club: Meets at noon on Thursdays, at Ukiah Garden 
Cafe. Redwood Empire Lions Club meets at 6:45 a.m., every first 
and third Tuesday, at Zack’s Restaurant. 

Overeaters Anonymous: In Ukiah -- Mondays at 5:30 p.m.; 
Saturdays at 11 a.m.; 270 N. Pine St.; 472-4747. Meets in Willits on 
Wednesdays at 5:30 p.m. at Willits United Methodist Church, 
School and Pine Streets, upstairs; No dues or weigh-ins, everyone 
is welcome; 459-4594. 

Peace and Justice Gathering: Meets Sundays rain or shine at 
10 a.m. at Alex Thomas Plaza in Ukiah to drum, dance and sing for 
peace and justice; all ages are invited to bring drums and any other 
instruments; 462-2320. 

Rotary Club of Ukiah: Meets for lunch at 12:10 p.m., on 
Tuesdays, at Elks Lodge, 1200 Hastings Road. 467-3674; 
www.ukiahrotary.org. 

Senior Writing Class: Meets from 2 to 3:30 p.m. on Tuesdays, 
in Room 10-11 in the Admin. Bldg. of the Ukiah Senior Center. 
Record memories for children and grandchildren. Free and open; 
for information call Kathie Jones, 468-5006. 

Sex Addicts Anonymous: Meets at 6 p.m. on Sundays, at 160 
W. Henry St., in Ukiah; Art, 360-8479. 

Soroptimist International of Ukiah: Meets at noon, on 
Wednesdays, at Ukiah Garden Cafe. Soroptimist means “Best for 
Women” and our mission is “To improve the lives of women and 
girls in local communities and throughout the world.” For more 
information call Joy Beeler, at 463-6729, Tina Rorabaugh, at 744- 
1514 or Jessica Kimball at 743-1902. 

South Ukiah Rotary Club: Meets at 7 a.m., on Thursdays at 
North State Cafe, 263 N. State St. in Ukiah; for more information, 
call president Jim Sligh at 462-8635. 

T.O.P.S.: (Take off pounds sensibly): Meets from 9:15 to 10:30 
a.m., every Tuesday, at Calvary Baptist Church, 465 Luce Ave.; 
Ruth, 462-8440. 

T.O.P.S.: Low-cost, non-profit group meets every Tuesday at 
Autumn Leaves, 425 E. Gobbi St., in the community room. Weigh- 
in is from 5:30 to 6:15 p.m. Meeting is from 6:15 p.m. to 7:15 p.m.; 
Linda MacDonald, 467-2391. 

T.O.P.S.: Every Thursday at Washington Mutual Building com- 
munity room, 700 S. State St.; meeting is from 8:30 to 10:30 a.m.; 
it is a low-cost, weight-reduction support group; call 462-4901 or 
485-7801. 

T.O.P.S.: Every Friday at the Meadows Mobil Court clubhouse, 
8686 East Road, Redwood Valley; weigh in from 9 to 9:30 a.m., 
meeting from 9:30 to 10:30 p.m.; call 485-8260 or 485-7795. 

Ukiah City Councilmember Benj Thomas will be available 
for questions and conversation at Schat’s Bakeries and Café, 113 W. 
Perkins St. on Mondays from 4:30 to 5:30. He can also be reached 
at 707-972-3949 or by email at Benj@ukiahguy.com. 

Ukiah Community of Mindful Living: Meets Monday 
evenings from 6 p.m.; an interfaith Mindfulness Practice Group 
inspired by teachings of Thich Nhat Hanh; it uses meditation exer- 
cises to deepen awareness, expand ability to deal with difficulties, 
and increase joy in life; open to all levels of experience; free; 462- 
7749 

Gamblers Anonymous: Open group meeting, 7 to 8:30 p.m., 
every Thursday; Christadelphian Hall, 23 Oak Knoll Road, just off 
S. State St., Ukiah; free; 467-9326. 

Ukiah Senior Center Luncheon: All are invited to meet for 
lunch at 11:30 a.m., Monday through Friday, at the Ukiah Senior 
Center, 499 Leslie St., $5 members, $6 non-members; call to make 
a reservation; 462-4343. 

Ukiah Toastmasters Club: Meets Fridays, from 6:45 to 7:45 
a.m. in the Washington Mutual Conference Room, 700 S. State St., 
Ukiah; for information call Carol Crandal, 743-1624. 

Willits Chess Club: Meets beginning at 6:30 to 10:30 p.m. and 
playing until people finish on Fridays, at McDonalds, on Main 
Street in Willits; all level of players are welcome; for information, 
call Herb, 459-5911. 
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ARCH distributes health scholarship 


The Daily Journal 

The Alliance for Rural Community 
Health is pleased to announce they have 
awarded two more scholarships to per- 
sons pursuing careers in the health pro- 
fession. 

Lorena Delgado and Rachael Chavez 
of Ukiah were awarded scholarship 
monies to assist them in their pursuit of 
education in a healthcare career. Lorena 
is enrolled in a dental assistant program 
and Rachael continues her studies in the 
Physician’s Assistant Program at UC 
Davis. 

During 2007, ARCH has successfully 
awarded a total of $28,234. ARCH will 
continue to accept applications from 
now until 2009 from applicants. Eligible 
applicants for the scholarship funding 
include those who belong to a minority 
ethnic group who seek to 
pursue/advance their career in the health 
profession. Scholarship funding can be 
used to help cover the costs of tuition, 
books and supplies, child care, trans- 
portation, or other costs associated with 
education. 

Although priority will be given to 
current health center employees, schol- 
arships are also available to community 
members. ARCH member health centers 
include Anderson Valley Health Center, 
Long Valley Health Center, Mendocino 


Lorena Delgado 


Coast Clinics, Mendocino Community 
Health Clinics, Potter Valley 
Community Health Center and Redwood 
Coast Medical Services. 

n January 2007, ARCH received their 
second three-year grant in the amount of 
$150,000 from the California Wellness 
Foundation to continue the implementa- 
tion of the educational scholarship pro- 
gram. During 2004 — 2006, ARCH suc- 
cessfully awarded 35 scholarships in the 
amount of $90,000 to eligible applicants. 

The ETE Scholarship Program is 


ee sacs 


Rachael Chavez 


funded by a grant from The California 
Wellness Foundation (TCWF). Created 
in 1992 as an independent, private foun- 
dation, TCWF's mission is to improve 
the health of the people of California by 
making grants for health promotion, 
wellness education, and disease preven- 
tion programs. 

For further information regarding this 
scholarship opportunity, contact Nancy 
Eachus at 462-1477 ext. 102, or down- 
load an application at www.ruralcommu- 
nityhealth.org. 


EDUCATION BRIEFS 


Waldorf School Holiday Faire 
set for Saturday, Dec. 1 


The 35th annual Holiday Crafts Faire will once again be pre- 
sented by the Waldorf School of Mendocino County in Carl 
Purdy Hall at the Ukiah Fairgrounds, on Saturday, Dec. 1, from 
11 a.m. until 5 p.m. Parking and admission to the faire will be 
free. 

Parents and children can work together making hand made 
gifts and holiday ornaments. Make-it-yourself stations include: 
candle dipping, scented sachet sewing, cookie decorating, 
woodworking, and silk scarf painting. 

This event is an opportunity for people wishing to purchase 
unique holiday gifts made by local artisans and crafts people. 
Jams, jewelry, silks, hand spun/woven clothing, ceramics, can- 
dles, herbs, toys, quilts, books, woodcrafts and more are avail- 
able. Lunch foods and live music will be available for fairego- 
ers. 

This years’ raffle drawing prizes include a Tahoe ski vaca- 
tion, a romantic weekend on the Mendocino coast, hot air bal- 
looning, a high end mountain bike with accessories, a multi- 
case wine and treats package, and season theatre tickets follow- 
ing dinners at local restaurants, to name a few. 


New Morning Montessori School’s 
annual fundraiser set for Dec. 1 


The New Morning Montessori School’s Annual Fundraiser, 
featuring a Live and Silent Auction and Dinner will be held on 
Saturday Dec. 1, from 6 to 10 p.m. at the Saint Mary’s Parish 
Hall at 900 S. Oak St. in Ukiah. Dinner is at 7 p.m. and the Live 
Auction begins at 7:45 p.m. Dinner Tickets are available for 
$30 each. For more information, or to buy dinner tickets, call 
462-6115. Credit Cards will be accepted. 


Pet of the Week 


Photo by MacLeod Pappidas 
Volunteers at the shelter call Hubert an 88-pound 
bundle of love. This New Foundland would be 
great with a family. He loves people! And the 
good folks at the shelter recently treated him for 
heartworm, so he’s got a clean bill of health. Can 
you give this seven year old a home? Through 
November, the cat adoption fee is greatly 
reduced to $25 and adult dogs are 50% off. To 
adopt a pet, visit the Mendocino County Animal 
Shelter on Plant Road. The hours are 10 a.m. to 4 
p.m. Monday, Tuesday, Thursday and Friday, and 
on Wednesday from 10 a.m. to 7 p.m. On 
Saturday, the hours are 10 a.m. to 2 p.m. and the 
shelter is closed Sundays. View other available 
animals at www.petfinder.com. For more infor- 
mation, call Sage at 467-6453. 


River Oak Charter School’s holiday 
silent auction set for Dec. 6 


The River Oak Charter School’s holiday silent auction 
fundraiser will be held on Thursday, Dec. 6, from 5 to 8 p.m. at 
the Ukiah Brewing Company, on Perkins and State streets in 
Ukiah. 

The event will feature Jessica Schaeffer on string harp. Hors 
d’oerves will be provided while attendees bid and dine. No 
credit cards will be accepted. 

For more information, contact Brian Baker at 463-2736. 


Willits and Fort Bragg Education for 
Resiliency program receives state grant 


The Mendocino County Health and Human Services Agency, 
Public Health Branch recently received notification of grant 
award for funding in the Alcohol and Other Drug Programs 
(AODP) division. 

The project, known as the Willits and Fort Bragg Education 
for Resiliency, or WAFER, was awarded by the California State 
Alcohol and Drug Programs, Safe and Drug Free Schools and 
Communities and focuses on high school students who are 
high-risk marijuana or alcohol users and on younger students 
who are at special risk as they transition to the challenges of the 
middle school environment. 

“I would like to congratulate the staff in AODP for their hard 
work to acquire this grant for the County” said Carmel Angelo, 
Health and Human Services Agency Director. 

“This grant is another example of the degree of commitment 
from the Health and Human Services Agency to provide pre- 
vention services to the youth in Mendocino County.” 

The program is expected to serve 150 high school students 
and 275 middle school students, for a total of 2,125 served over 
the five-year project period. 

Goals are to reduce the frequency and level of high-risk mar- 
ijuana and alcohol use through a series of education/interven- 
tion groups, out-of-school time activities, parent education, 
support, increase awareness of alcohol and other drug harm, 
and refusal skills. 

Essential to the program is coordination and collaborating 
activities with existing community efforts. Programming is 
expected to begin in mid-November and continue through the 
school year 


Local host families needed 
for exchange students 


ASSE International Student Exchange Programs is seeking 
local host families for international high boys and girls. These 
students are 15 to 18 years of age, and are coming to this area 
for the upcoming high school year or semester. 

The exchange students arrive from their home country short- 
ly before school begins and return at the end of the school year 
or semester. 

Each ASSE student is fully insured, brings his or her own 
spending money and expects to bear his or her share of house- 
hold responsibilities, as well as being included in family activ- 
ities and lifestyles. 

They are conversant in English, and interested in learning 
about this country through living with a family, attending high 
school, and sharing their own culture and language. 

The students are screened and qualified by ASSE. Families 
may select the youth of their choice from student applications, 
family photos, and biographical essays. The ASSE encourages 
students and families to begin corresponding prior to the stu- 
dent’s arrival. 

For more information, or if interested in becoming a host 
family, call 1-800-733-2773. 


SPACE and UUSD offering 
alternative education program 


The Ukiah Unified School District and School of Performing 
Arts and Cultural Education announces an exciting alternative 
educational program for students in grades 4 through 8. 

Independent Study at SPACE will be taught by Teri Gow, 
credentialed classroom and former Gifted and Talented 
Education teacher. Gow will design course work to meet the 
individual needs of students and work with teaching artists to 
integrate the performing arts into the academics. 

In the arts-focused instruction students will participate in act- 
ing, singing, modern, jazz, hip-hop or belly dance classes. They 
will also work behind-the-scenes in performances and receive 
one on one mentoring with professional visual and performing 
artists. 

SPACE emphasizes diversity, youth leadership, cross-cultur- 
al arts, social awareness, and activism with focus on the per- 
forming arts as community service. 

The program will be held at the SPACE Studio, 145 E. 
Church St., in Ukiah. 

To register or receive more information, call Teri Gow at 

SPACE, 462-9370. 
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Letters from our readers 


Reducing paper use possible? 


To the Editor: 

Every Sunday morning, I immediately 
recycle 60 to 65 percent of the newspaper 
before finding the parts I and my house- 
hold members read. 

That’s right, we don’t even look at the 
advertising inserts for Mervins, Penny’s, 
Rite Aid, Kragen, Walgren’s, SmartSource, 
Lucky, Raley’s, Long’s Drugs, Safeway, or 
Big 5. We very seldom look at the “USA 
Weekend” insert which is mostly ads, and 
we don’t watch TV, so we have no need for 
the “On TV” insert. On one or two other 
dayseach week, there are more advertising 
inserts we don’t even look at. 

Trees with their capacity to take in car- 
bon dioxide and support ecosystems are 
extremely valuable to all life on Earth. 
Cutting down trees to turn them into junk 
advertising that isn’t even read, seems not 
just really dumb, but quite insane. I wonder 
if newspaper corporations that rely on 
advertising to pay a hefty percentage of 
their income could offer two levels of sub- 
scriptions. Level 1 could be the status quo 
level, where the subscriber (of a UDJ size 
newspaper) gets about 2 or more pounds of 
paper delivered to their home each week, 
and about 1.4 plus pounds of that is the 
newspaper advertising equivalent of junk 
mail. Level 2 would be without the junk 
advertising inserts. I suppose there would 
still be some advertising in Level 2, imbed- 
ded on the regular pages of the newspaper 
as it exists currently. 

I think that advertisers pay a newspaper 
company more cents per paper if that 
newspaper company has say 12,000 sub- 
scribers than if it has only 7,000 sub- 
scribers. Probably all U.S. newspaper com- 
panies currently have only one level of 
subscription, and so the advertisers know 
that if a newspaper business has 12,000 
subscribers, then all 12,000 of them are 
going to get their advertising. But what if 
there were two levels of subscriptions as I 
have described above? I imagine the news- 
paper company would receive far less total 
revenue from the advertisers because the 
advertisers would only want to pay for the 
Level 1 style of subscribers that receive 
their junk advertising. So if the newspaper 
company is to continue to receive the same 
total gross revenue it has been used to 
receiving, then the Level 2 subscribers who 
are getting maybe 50 percent less paper 
each week, would need to pay more for 
their subscriptions. 

I can’t imagine that the status quo of 
newspaper junk advertising can continue 
for many more years. Level 2 seems like a 
reasonable alternative, and although it may 
only be a step in an important direction, it 
seems like a we had better make that step 
soon. I am willing to pay more to receive 
less, and I hope many other readers would 
also pay more. As for folks who don’t sub- 
scribe but just buy the UDJ (or any news- 
paper) at a store or newspaper rack, proba- 
bly it will be more complicated to devise a 
way for them to be able to choose whether 
to buy a Level 1 or a Level 2 paper. 

I will go by the UDJ office in the next 
week or so to discuss this with the manage- 
ment, but I figured I’d send this letter first. 
I hope many readers will think about the 
idea. Folks can reach me at 485-1290 or 
peace@pacific.net 

Sandy Turner 
Redwood Valley 


Editor’s note: We appreciate your con- 
cern about the use of newsprint, a concern 
we share and although we will certainly 
continue to use paper for our product, hav- 
ing the inserts you mention in the newspaper 
does help prevent those advertisers from 
mailing them to the market, which would 
then use more paper. Also, having our entire 
newspaper on line now has resulted in lim- 
iting the growth of the print product. We 
also cut the width of the newspaper in 
October and will again reduce the width in 
December, saving paper - and costs. We 
have also reduced the number of pages in 
On TV, and our preprint customers do not 
all run in the single copy editions for some 
of the reasons you point to. We are thinking 
about dropping On TV, and our publisher is 


LETTER POLICY 


The Daily Journal welcomes letters to the 
editor. All letters must include a clear name, 
signature, return address and phone number. 
Letters chosen for publication are generally 
published in the order they are received, but 
shorter, concise letters are given prefer- 
ence.We publish most of the letters we 
receive, but we cannot guarantee publica- 
tion. Names will not be withheld for any 
reason. If we are aware that you are con- 
nected to a local organization or are an 
elected official writing about the organiza- 
tion or body on which you serve, that will 
be included in your signature. If you want to 
make it clear you are not speaking for that 
organization, you should do so in your let- 
ter.All letters are subject to editing without 
notice. Editing is generally limited to 
removing statements that are potentially 
libelous or are not suitable for a family 
newspaper. Form letters that are clearly part 
of a write-in campaign will not be pub- 
lished. You may drop letters off at our office 
at 590 S. School St., or fax letters to 468- 
3544, mail to Letters to the Editor, P.O. Box 
749, Ukiah, 95482 or e-mail them to 
udj@pacific.net. E-mail letters should also 
include hometown and a phone number. 
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thinking also of dropping the USA maga- 
zine, but it is a very little dent in an other- 
wise huge press run for USA. 


More retail will 
still spell disaster 


To the Editor: 

Regarding Jim Mulheren’s article (Mall 
project good for Ukiah UDJ, Nov. 18). I 
would like to invite Jim Mulheren into my 
bookstore. As he walks in, he’ll find that 
the fiction aisle is on the right, the non-fic- 
tion aisle on the left. Perhaps he could 
browse for awhile and learn which is which 
before he becomes the “groan and giggle” 
candidate for Supervisor. 

We wish to replace a failed County 
Supervisor who was elected on his promise 
to keep our Valley small, and then turned 
around and betrayed us -- his constituents. 
Now Mr. Mulheren wants to replace him 
even though he does not actually live in 
our district. He claims to live in his shop in 
town, not in the same house that he owns 
and that his wife of many years lives in 
outside our district. We’ve had quite 
enough of these deeply dishonest political 
games that thumb their nose at citizen trust 
in government. 

Mr. Mulheren writes: “My intentions 
behind writing this editorial are simply to 
produce some of the facts...” 

Hey, Jim. When you cite what you claim 
is a “fact,” it’s generally accepted that one 
should also cite sources for the fact. 
Instead, there are “Actual Facts,” and then 
there are apparently “Mulheren-factoids.” 
The definition of a factoid is: “A piece of 
unverified or inaccurate information that is 
presented in the press as factual, often as 
part of a publicity effort, and that is then 
accepted as true because of frequent repeti- 
tion.” (thefreedictionary.com <http://the- 
freedictionary.com> ) 

Mulheren-factoid: “Here are the facts as 
compared to the general claims of the 
Smart Growth Coalition. They claim: The 
demolition is putting citizens at risk 
because of toxins in the air.” 

Actual Fact: The Smart Growth 
Coalition has not taken a position on this 
issue. Instead, it was independent con- 
cerned citizens, led by Meca Wawona and 
others who have led the fight to guarantee 
citizen safety. Is there one newspaper arti- 
cle, or web site, or flyer distributed, that 
you can cite as evidence of your claim? 
This argument is called “guilt by associa- 
tion” and is not a fact. 

Mulheren-factoid: “Over $150 million is 
lost annually in sales tax dollars to other 
counties.” 

Actual Fact: We’ve checked, and you’re 
mis-stating the facts to support the Big 
Boxers. DDR’s own economists state that 


WHICH ONE OF THESE 
CATASTROPHICALLY 

WASTEFUL SPENDING BILLS 
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the math in their study shows (and I’m 
quoting): “in the general merchandise cate- 
gory, where the bulk of big-box operations 
would typically fall, the net leakage for this 
area in their own study was less than $7 
million, which is a fraction of the revenue 
needed to support a single big box store.” 
(Note from Tony Daysog, Senior Associate, 
Applied Development Economic on behalf 
of Jeff Adams, Sr. Development Director, 
DDR, to the Mendocino County Board of 
Supervisors 8/15/07.) 

Mulheren-factoid: “My personal belief is 
that if local citizens didn’t leave town to 
shop in Santa Rosa and we attracted shop- 
pers from the coast, up north and Lake 
County that the downtown would prosper.” 

Actual Fact: There he goes again. I must 
continue correcting Mr. Mulheren when he 
insists mixing up his personal shopping 
excursions and self-serving “beliefs” with 
actual facts. As I’ve written before, please, 
Mr. Mulheren, read the Actual Facts in the 
book: Big-Box Swindle -- The True Cost of 
Mega-Retailers and the Fight For 
Independent Businesses, and on their web 
sites (google “Home Advantage” and 
“Institute for Local Self-Reliance”). What 
is being set up at the Masonite Super 
Leakage Center (MSLC) “mixed use” site 
includes multiple new big boxes that would 
be so huge it would transform Ukiah into a 
much larger city, with all the corresponding 
problems, and without the natural resources 
to sustain itself... and wipe out our down- 
town merchants. Please, Mr. Mulheren, cite 
research-supported facts, not your baseless 
beliefs. 

Mulheren closes with: “The downtown 
should start now promoting itself as the 
historic downtown shopping district.” Uh, 
where have you been, Mr. Mulheren? That 
has been on-going now for years. You’re 
on the Planning Commission? That’s your 
job. Where’s your plan? Maybe you could 
step up to your own suggestion, pitch in, 
and lead, rather than giving advice, which 
is easy and cheap and means nothing. 

Recently, you asked me personally, half 
in jest, if I would mention your cabinet 
shop in my letters to the editor. OK. It is 
obvious that the motivation for bringing in 
this monstrous MSLC to our community 
will benefit your business, Ukiah Custom 
Cabinets. I love supporting local small 
businesses, and regardless of your politics, 
I admire any person who can be a business 
success in a small community like ours. I 
wish you the very best success in your 
business, staying small, and staying local. 
But what you are supporting to help your 
business grow and make more money per- 
sonally, will be a disaster for our communi- 
ty. 

Dave Smith 
Ukiah 


WHERE TO WRITE 


President George Bush: The White 
House, 1600 Pennsylvania Ave., Washing- 
ton, D.C. 20500; (202) 456-1111, FAX 
(202)456-2461. 


Governor Arnold Schwarzeneg- 
ger: State Capitol, Sacramento, 95814. 
(916) 445-2841; FAX (916)445-4633 


Sen. Barbara Boxer: 112 Hart Sen- 
ate Office Bldg., Washington, D.C. 20510; 
(202)224-3553; San Francisco, (415) 403- 
0100 FAX (415) 956-6701 


Sen. Dianne Feinstein: 331 Hart 
Senate Office Bldg., Washington, D.C. 
20510. (202)224-3841 FAX (202) 228- 
3954; San Francisco (415) 393-0707; sen- 
ator@feinstein.senate.gov 


Congressman Mike Thompson: 
Ist District, 231 Cannon Office Bldg, 
Washington, D.C. 20515. (202) 225-3311; 
FAX (202)225-4335. Fort Bragg district 
office, 430 N. Franklin St., PO Box 2208, 
Fort Bragg 95437; 962-0933,FAX 962- 
0934; 


www.house. gov/write rep 


Assemblywoman Patty Berg: State 
Assembly District 1, Capitol, Rm. 4146, 
Sacramento, 95814. (916) 319-2001; 
Berg's Ukiah field representative is Ruth 
Valenzuela. Ukiah office located at 311 N. 
State St, Ukiah, 95482, 463-5770. The 
office’s fax number is 463-5773. For email 
go to web site: assembly.ca.gov/Berg 


Senator Pat Wiggins: State Senate 
District 2, Capitol Building, Room 5100, 
Sacramento, 95814. (916) 445-3375 
Email: senator.wiggins@sen.ca.gov. In 
Ukiah: Kathy Kelley at 200 S. School St, 
468-8914, email: kathy.kelley@sen.ca.gov 


Mendocino County Supervisors: 
Michael Delbar, Ist District; Jim Watten- 
burger, 2nd District; John Pinches, 3rd 
District; Kendall Smith, 4th District; 
David Colfax, 5th District. All can be 
reached by writing to 501 Low Gap Road, 
Room 1090, Ukiah, 95482, 463-4221, 
FAX 463-4245. bos@co.mendocino.ca.us 


Visit our web site at ukiahdailyjournal.com 
email us at udj@pacific.net 


udj@pacific.net 


California focus 


TOM ELIAS 


‘Quacko’ deal still 
a drag for state 


Chuck Quackenbush is long gone from the office of 
state insurance commissioner, but every owner of a 
California home, condominium or commercial proper- 
ty is still paying for his sweetheart arrangements with 
the insurance companies he was supposed to regulate. 


Nowhere is this more apparent than in earthquake 
insurance, where prices are sky-high and so are 
deductibles, the twin reasons why only 755,000 Cali- 
fornians have ‘quake insurance, barely over 10 percent 
of the state's property owners. 


Hard as it is to believe, the ethically-challenged 
Quackenbush, a former Republican state assemblyman 
chased from office in a scandal that saw him depart 
voluntarily rather than face possible criminal corrup- 
tion charges, has been a deputy sheriff in Lee County, 
Florida (the Fort Myers area), since 2005. 


But the victims of his questionable political machi- 
nations can't escape so easily. While he's busy these 
days arresting people who usually have wreaked far 
less harm than he did, the victims of his dealings either 
go bare in the face of the large earthquakes everyone 
knows are certain to hit California again sometime, or 
they accept policies with deductibles usually amount- 
ing to 15 percent of the value of their homes and other 
structures. Coverage also is reduced from pre-Quack- 
enbush days, with fences, walkways, separate garages 
and other outbuildings generally not included in ‘quake 
policies. 


State officials, too, are still dealing with the stun- 
ningly disgraceful Quacko legacy. Under his deal with 
insurance companies that blackmailed the state after 
the 1994 Northridge earthquake by refusing to sell any 
new property insurance of any kind unless they were 
allowed to stop writing earthquake policies, insurance 
companies were supposed to have absolutely no liabil- 
ity in any ‘quake striking after Dec. 1, 2008. 


Get this straight. Instead of saying to insurance 
companies, "If you don't sell earthquake policies here, 
you can't sell any more of your extremely profitable 
car insurance," Quackenbush agreed to set up some- 
thing called the California Earthquake Authority. 


Since 1999, the CEA has written almost all ‘quake 
insurance in the state. It is responsible for the first $8 
billion or so in payments to insurance policy holders in 
any one earthquake, with insurance companies picking 
up the next $2.2 billion - for about another year. 


It was this looming deadline that forced the CEA's 
three board members - current Republican Insurance 
Commissioner Steve Poizner, Republican Gov. Arnold 
Schwarzenegger and Democratic state Treasurer Bill 
Lockyer - to grapple with the uncertain ‘quake insur- 
ance future this fall. 


First, they voted 2-1, with Lockyer dissenting, to 
raise the current average ‘quake insurance premium 
from $700 to about $755 per year. Under that deal, 
insurance companies would continue to have some lia- 
bility after December 2008, but only about $1.2 billion 
worth. The difference would be made up partly by 
those higher premiums. 


The plan needed approval from the Democratic- 
controlled state Legislature, where it never had much 
of a chance because of its emphasis on up-front money 
from consumers and the accompanying reduction of 
just-in-case liability for insurance companies. It was 
seen as a Republican bow to the insurance industry, 
one of the GOP's largest special interest donor groups. 


Poizner responded with a constructive action, forg- 
ing a compromise that will see ‘quake insurance rates 
remain stable - still very high at about 30 cents per 
$1,000 of insurance value - and thus hopefully not 
spurring even more property owners to go bare in the 
face of virtually certain future earthquake damage. 


Meanwhile, insurers will have to pay up to $1.5 bil- 
lion if the CEA ever runs out of money paying off 
claims from any one event. The insurance company 
obligation reduces each year until it hits zero in 2018. 
Of course, if damages ever top $10 billion, property 
owners will be stuck for the difference, unless nature 
holds off new temblors long enough for the CEA to 
build its reserves much higher than they are today. 


It all goes to show how long the ultimate victims of 
government corruption have to pay, while the man who 
victimized them remains free and working as - absurd- 
ly enough - a law enforcement officer. 


Elias is author of the bestselling book "The Burzyn- 
ski Breakthrough: The Most Promising Cancer Treat- 
ment and the Government's Campaign to Squelch It." 
His email address is tdelias@aol.com 


Tom Elias is a syndicated columnist writing 
on state issues. 


Se 7 


PP Se 
ÜR 
S, e 


Editor: K.C. Meadows 


Publisher: Kevin McConnell 


Office manager: Yvonne Bell Circulation director: Melanie Doty 


Group systems director: Sue Whitman 


Member 
Audit Bureau 
Of Circulations 


Member California 
Newspaper Publishers 
Association 


THE UKIAH DAILY JOURNAL 


Ukiah Area 
Republican 
Women’s 
monthly meeting 
set for Nov. 27 


The Ukiah Area 
Republican Women invite the 
community to join them at 
their monthly luncheon meet- 
ing at the Ukiah Garden Cafe 
on Tuesday, Nov. 27, at noon. 
This month’s invited speaker 
will be Margie Handley, who 
will deliver updates on the 
new hospital in Willits, and 
Rudy Guiliani’s campaign. 

For more information, call 
Grace Zwicky at 462-8434, or 
Marilyn Butcher at 462-6229. 


Ukiah Co-op 
membership 
meeting Nov. 28 


Ukiah Natural Foods 
invites the public Co-op 
Board’s Quarterly 
Membership Meeting on 
Thursday, Nov. 28 from 5 to 
8:30 p.m. 

They will honor Farmer 
Tom Palley, retiring Covelo 
market gardener, for his 
decades of work for local, sus- 
tainable agriculture. A light 
meal will be shared: The Co- 
op will provide stews made by 
Jacquie Lee; the deserts will 
be provided on a potluck 
basis. The meeting will be 
held at the Ukiah Conference 
Center, 200 South School 
Street in Ukiah. 


Light Up A Life 
Celebration 

to be held in Alex 
Thomas Plaza 


Ukiah residents will gather 
at Alex Thomas Plaza from 6 
to 7 p.m. on Thursday, Nov. 
29 for the fifth annual “Light 
up a Life” community cele- 
bration. 

Park evergreens will be 
illuminated in honor and 
remembrance of those people 
that were cared for and loved. 
There will be live music, 
speakers, poetry, a sing-a-long 
and hot cider and cookies. 

Persons who wish to desig- 
nate a light for someone in 
particular may call 459-1818. 
The names of those being 
honored will be read at the 
ceremony unless otherwise 
requested. 

Phoenix Hospice of 
Mendocino County sponsers 
the “Light up a Life” celebra- 
tion in cooperation with the 
City of Ukiah. 

All funds raised will go 
directly toward providing 
quality end-of-life care for 
community members. 

The Light up a Life Trees 
will continue to shine for four 
weeks, symbolizing the life, 
hope, and dreams of loved 
ones. Everyone is welcome to 
attend the tree-lighting cere- 
mony. 


18th Christmas 
Bazaar set for 
Nov. 30 and Dec. 1 


The Crafty Ladies present 
the 18th annual Christmas 
Bazaar on Friday, Nov. 30, 
and Saturday, Dec. 1, from 10 
a.m. to 4 p.m., at the Ukiah 
Senior Center. 

They will be offering toys, 
jewelry, handmade quilts, 
Afghans, baby and adult 
sweaters, dish towels, orna- 
ments, baked goods, and 
more. 

The proceeds go to support 
area seniors during the holi- 
day season. The Ukiah Senior 
Center is located at 495 Leslie 
Street. For more information, 
call 462-4343. 


‘Memories in 
Motion: Christmas 
Express’ 

set for Dec. 1 


Roots of Motive Power will 
host the “Christmas Express” 
Dec. 1, from noon to 4 p.m., at 
the Mendocino County 
Museum. 

There will be trees, trains, 
singing, carollers, refresh- 
ments and operating model 
railroads. Children will be 
able to take train rides with 


Santa. 
Admission to the event will 
be free. The Mendocino 


County Museum is located at 
400 E. Commercial St., 
Willits. 


COMMUNITY BRIEFS 
It's happening here 


4th annual Fort 
Bragg Holiday 
Lights Parade 
set for Dec. 1 


Santa will arrive at the 
Guest House Museum on 
Main Street on Dec. 1, at 5 
p.m., where cookies, candies 
and cider will be served. At 6 
p.m., the lighting of the City’s 
Christmas Tree will take 
place, with carolers and other 
singing groups on hand to cel- 
ebrate. At 7 p.m., a 90-minute 
Fort Bragg Kiwanis Club- 
organized parade of floats, 
cars and people -- all lit with 
holiday lights -- will move 
through downtown. 

“Four years ago, we had no 
Santa, no Christmas tree and 
no parade,” recalls Mary 
Knoerdel, one of the event 
organizers. “But several mem- 
bers of the business communi- 
ty got together and resurrected 
this city tradition. Now it's a 
great family event and a won- 
derful way for the city to 
begin celebrating the holiday 
season.” 

There is no charge to attend 
the events. For more informa- 
tion, call 961-6300. 


Ukiah Garden 
Club to hold a 
holiday tea party 
and sale on Dec. 2 


Fresh greens will arrive at 
the Ukiah Garden Clubhouse 
the week after Thanksgiving. 
Pine swags may be ordered by 
phoning 462-6266. The 
Clubhouse is bursting with 
Holiday decorations made of 
natural materials -- cone 
wreaths, cone trees, 
hydrangea wreaths, and deco- 
rated grapevine wreaths. 
Ornaments, placemats,unusu- 
al scarves, table decorations 
and more are available. The 
Clubhouse is located at 1203 
West Clay Street, Ukiah. 
Members are there workiing 
Monday through Friday, 10 
a.m. to 2:30 p.m., and items 
may be purchased during 
those hours. 

Their next event coming up 
is the Holiday Tea Party and 
Sale on Sunday, Dec. 2, 
from12:30 p.m. to 3:30 p.m., 
when holiday food items will 
be available. 


Phoenix Certified 
Hospice holiday 
support group 
set for Dec. 5 


Phoenix Hospice will be 
presenting its annual seminar, 
“Acknowledging Loss at the 
Holidays,” on Wednesday, 
Dec. 5, from 5:30 to 7:30 p.m. 
at the new Phoenix Hospice 
Bereavement Room, 100 San 
Hedrin Circle, Willits. The 
end-of-year holidays often 
present special challenges for 
those who have experienced 
major losses due to death, 
divorce, moving, or job 
changes. At this time of the 
year scheduled for celebrat- 
ing, many individuals may 
feel out of step, a certain hol- 
lowness to the gaiety. The 
bereaved feel a heightened 
sense of loss and sadness. An 
empty seat at the table, a soli- 
tary presence in a home 
shared for many years, social 
activities now abandoned or 
changed -- all may contribute 
to a desperate wish to some- 
how avoid the holidays alto- 
gether. 

Hospice offers community 
members the opportunity to 
explore feelings of personal 
loss in the context of the holi- 
day season. Realistic goals 
and coping strategies will be 
presented. Finding new ways 
to move through this time of 
the year can honor both lost 
loved ones and survivors on 
the journey of healing. 


COMMUNITY 


“Acknowledging Loss at 
the Holidays” will be facilitat- 
ed by Stephanie Gang, 
Bereavement Coordinator. 
This presentation is offered 
free of charge to all communi- 
ty members. For more infor- 
mation or preregistration, call 
Stephanie at 456-3243. 


Emblem Club 
fashion show 
set for Dec. 8 


Ukiah Emblem  Club’s 
Annual Fashion Show will be 
held on Saturday, Dec. 8, at 
noon in the Norm Island 
Building, Ukiah Elks Lodge, 
1200 Hastings Road, Ukiah. 
Fashions by Especially For 
You will be modeled and 
available for purchase. A lun- 
cheon will be prepared by 
Gladys Delsol. There will be 
door prizes and a raffle, with a 
$12 donation requested. For 
information and tickets, call 
462-7907 or 468-9603. 


Relay For Life 
Event Committee 
to meet on Dec. 10 


The American Cancer 
Society Relay For Life of 
Inland Mendocino County 
event committee will hold its 
kickoff meeting on Monday, 
Dec. 10, at 5:30 p.m., at the 
American Cancer Society 
office, located at 115 E. Smith 
St., Ukiah, to share with resi- 
dents the importance of Relay 
For Life in saving lives from 
cancer. 

Relay For Life is the signa- 
ture event of the American 
Cancer Society. It is an 
overnight event that mobilizes 
communities throughout the 
country to celebrate survivors 
(anyone who has ever been 
diagnosed with cancer), 
remember loved ones and 
raise money for the fight 
against cancer. 

“Relay For Life is as much 
an awareness raiser about the 
progress against cancer as it is 
a fundraiser,” said Susan 
Keegan, Community Service 
Director of the Mendocino- 
Lake Unit for the American 
Cancer Society. “Individuals 
who are willing to give their 
time and energy to this excit- 
ing event, as a volunteer or 
participant, have made a com- 
mitment to fight back against 
this disease and let the com- 
munity know that you can 
beat cancer.” 

Teams of eight to 15 mem- 
bers gather with tents and 
sleeping bags to participate in 
the event. Teams seek spon- 
sorship prior to the Relay, 
with the goal of eliminating 
cancer. 

Volunteers are needed to 
organize and recruit teams, 
seek community support, 
coordinate logistics, find 
refreshments and prizes, plan 
entertainment, and lend their 
support in any way. To learn 
more about Relay For Life, 
visit www.RelayForLife.org. 
For information on the Dec. 
10 meeting. If interested in 
volunteering on the Relay For 
Life committee, contact the 
American Cancer Society at 
462-7642, option 3, or send an 
e-mail to 
mendorfl@ yahoo.com. 


Photo opps with 
Santa available 
through Dec. 22 


Santa will be at Lucky's 
every Saturday and Sunday, 
from 1 p.m. to 4 p.m., and 
Thursday evenings from 6 
p-m. to 8 p.m., through Dec. 
22. Instant digital 4 by 6 pho- 
tos will be available for $3, 
and all proceeds will go to the 
New Life Community Church 
youth group. 

The Holiday Trolley makes 
two stops at The Pear Tree 
Center, one at JC Penny and 
one north of Lucky's. 


Volunteer tax 
preparers needed 


Volunteers are being sought 
to prepare income tax returns 
for low-income persons, with 
an emphasis on the elderly. 
The program is administered 
through AARP, in cooperation 
with the IRS. Training is pro- 
vided in mid-January, and 
returns are prepared February 
through April 15. Knowledge 
of computers is helpful. For 
more information, contact 
Norma Exley at 462-7662, or 
Billye Turk at 462-3546. 
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Give the Gift of Staying In Touch this Holiday Season 


California Residents, Your Phone 
is Waiting at NO COST to You! 


Communicate 


Your Way — 


\ 


- 


FREE 


Hearing Test 


NOVEMBER 28th 
9am-1pm 
CTAP SERVICE CENTER 
1970 Broadway, 
Suite 700 


Communica 


Phones for. Pe 


Having Difficulty.. | 


Seeing 


Apply For Your Phone Today! 
Call 1-800-806-1191 or Visit www.ddtp.org 
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—— 
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Speech 
( iforni $ T To 
g California Telephone Access Program =) = 1. Speech 
~ } California Relay Service 


The power fo connect us all. 


Programs of the California Public Utilities Commission 
Deaf and Disabled Telecommunications Program 


Apply Today! 
3 Easy Steps: 


‘Speech 
© CRS ( b | Califomia Telephone Access Program @ € Speech 


Programs of the California Public Utilities Commission 74" 
Deaf and Disabled Telecommunications Program 


Last Name First Name MI 
Street Address City State Zip 
Your Telephone Number* ( ) 

Email Address (Optional) 
Alternate Contact (First & Last) Relationship 


Tel. Number (____) 


Name on Phone Bill (First & Last)* 


IMPORTANT, READ BEFORE SIGNING Limited Liability Agreement The applicant hereby agrees that the CPUC and/or 
the State of California,and/or the California Communications Access Foundation (CCAF) make(s) no warranties, either 


Your Local Phone Company’s Name 


express or implied, with regard to the possession,use, condition, and/or operation of the telecommunications equipment 
provided to applicant as part of this program (the Equipment). The applicant hereby agrees to indemnify, defend, and hold 
harmless the CPUC, the State of California, and/or the CCAF from any and all third party claims,costs (including without 
limitation reasonable attorneys’ fees), and losses which in any way arise out of or in connection with the possession, use, 
condition, and/or operation of the Equipment. The applicant hereby agrees that the CPUC, the State of California, and/or 
the CCAF shall have no liability to the applicant or any other person with respect to any liability, loss, or damage caused 
or alleged to be caused, directly or indirectly,by or through the possession, use, and/or operation of the Equipment. | veri- 
fy that I live in a household that subscribes to local telephone service in California. 


Signature of Applicant Date 
Q Native American 


Q19-35 036-55 


Q Caucasian OQ Latino O African American 


O Other Age: 


Ethnicity (Optional): 


O Pacific Islander O Asian O 18 or under 
O Over 75 


Radio 


Q 56-75 


*Cannot be a cellular phone. How did you hear about us: 


Television Newspaper. Bus Ad Q Event 


Have this section completed by an authorized 
certifying agent. 
O CA State Licensed Medical Doctor O CA Licensed Optometrist 
OCA Licensed Audiologist Q CA Department of Rehabilitation Counselor 
Q CA Superintendent/Audiologist from the Fremont/Riverside School for the Deaf 


Q CA Licensed Hearing Aid Dispenser (see provision below)** 
Impairment(s) of the Applicant:  Deaf/Deafened 0 Mobility/Manipulation 


Q Hard of Hearing 


Q Blind Q Low Vision O Speech O Cognitive 
Special Equipment/dB Recommended: 
Hearing Loss: O Mild Moderate O Severe Mobility: O Upper body 


O Lower Body O Both 

| certify that the above named person has the impairment(s) marked above that restrict(s) his or her use of 
the telephone and qualifies for equipment provided under California state legislation. 

Print Name (Must be legible) 


Degree (MD, DO, OD, AuD, PhD, MS, MA, Other): License Number. 
Telephone ( ) Fax ( ) 
Signature of Certifying Agent Date ** For CA Licensed Hearing Aid 


Dispensers — | certify that | have fitted the above person with an amplified device and have the 


individual’s hearing records on file. 


Signature (Hearing Aid Dispensers only) 


Date CA HAD License Number. Telephone ( ) 


Choose one way to send us this form. 
Bring in your completed form to one of our Service Centers: _ 


© Burbank 303 N. Glenoaks Blvd., Suite L-130, CA 91502 Or Mail to: P.O. Box 30310, Stockton, CA 95213 
© Fresno 1320 East Shaw, Suite 130, CA 93710 Or Fax to: 1-800-889-3974 

© Oakland 1970 Broadway, Suite 650, CA 94612 Preferred Language: 
e Riverside 6370 Magnolia Avenue, Suite 310, CA 92506 Q Braille Materials 
© Sacramento 2033 Howe Avenue, Suite 150, CA 95825 TTY 
© San Diego 2878 Camino Del Rio South, Suite 400, CA 92108 1-800-949-5650 
© Santa Ana 2677 N. Main Street, Suite 130, CA 92705 Hmoob 1-866-880-3394 


For further information or more certification forms: Bus 1-866-324-8747 


Call 1-800-806-1191 EHE 1-866-324-8754 


There is no cost obligation or income requirement for this state funded program. WWW.DDTP.ORG 


NCB300NO7H 


Q Large Print Format 


1-800-806-4474 
Espanol 
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49ers end skid with 37-31 overtime victory 


This week: 


e Tuesday, UHS girls 
varsity basketball @ 
Willits, 6 p.m. 


e Tuesday, UHS boys 
varsity basketball @ 
Willits, 7:30 p.m. 


By BOB BAUM 
AP Sports Writer 

GLENDALE, Ariz. — Kurt 
Warner had a big day that 
ended very badly for him and 
triumphantly for the embattled 
San Francisco 49ers. 

Warner was hit by Ronald 
Fields and fumbled in the 
Arizona end zone, and Tully 
Banta-Cain recovered for a 
touchdown and a wild 37-31 
overtime victory over the 
Cardinals that ended the 


SPORTS 


49ers’ eight-game 
streak on Sunday. 

Neil Rackers, whose 19- 
yard field goal as regulation 
ended forced the overtime, 
missed a 32-yarder that would 
have given Arizona the victo- 
ry moments before the deci- 
sive play. 

Warner completed 34 of 48 
passes for 484 yards and two 
touchdowns, but was inter- 
cepted twice early. His com- 
pletions included a despera- 


losing 


tion 47-yarder to Larry 
Fitzgerald to put the Cardinals 
(5-6) ahead 21-17 as the half 
ended. 

San Francisco is 3-8 this 
season, but 2-0 against 
Arizona. 

Warner’s 62-yard pass to 
Sean Morey helped set up the 
field goal try that Rackers 
pulled to the left. The attempt 
was pushed back 5 yards by a 
delay-of-game penalty, even 
though Arizona had two time- 


udjsports@pacific.net 


‘Neil Rackers, whose 19 yard field goal as 
regulation ended forced the overtime, missed 
a 32 yarder that would have given Arizona 
the victory moments before the decisive play. 


outs remaining. 

Arizona outgained San 
Francisco 552 yards to 374, 
but the Cardinals had four 
turnovers to none by the 
49ers. 


Arizona stopped the 49ers 
on three overtime possessions, 
but twice the Cardinals were 
pinned deep in their territory, 
with the help of a pair of 


See 49ERS, Page 7 


Precious 
Kitten 
wins 
Matriarch 


Frankel gets eighth 
win at Hollywood 
Park 


AP Sports Writer 

INGLEWOOD — Precious Kitten 
edged Wait a While by 1 1/4 lengths 
in the $500,000 Matriarch on 
Sunday, giving Hall of Fame trainer 
Bobby Frankel his record eighth win 
in the race at Hollywood Park. 

Ridden by Rafael Bejarano, 
Precious Kitten ran a mile on the turf 
course in a stakes-record 1:33.63 and 
paid $7.60, $3.20 and $2.40. 

The previous record was 1:34.43, 
set by Frankel-trained Heat Haze in 
2003. 

Wait a While, trained by Todd 
Pletcher, returned $2.80 and $2.10, 
while Lady of Venice paid $2.80 to 
show. 

It was Frankel’s fourth consecu- 
tive victory in the Grade I race and 
eighth in a row, breaking Charlie 
Whittingham’s record. He watched 
on television as assistant Humberto 
Ascanio saddled 4-year-old Precious 
Kitten. 

The victory, worth $300,000, 
increased Precious Kitten’s career 
earnings to $1,419,688, with seven 
wins in 19 starts. 

In the co-featured $500,000 
Hollywood Derby, Ireland-bred 
Daytona scored a front-running half- 
length victory under Hall of Fame 
jockey Mike Smith. 

Daytona covered 1 1/4 miles on 
the turf in 1:59.75 and paid $13.20, 
$7.40 and $5.40. He is trained by 
Dan Hendricks. 

“He’s naturally quick,” Smith 
said. “If someone wants to outrun 
him, they’re going to have to send to 
do it. He broke really well and got 
the jump on them. He took every- 
thing in. He was breathing right and 
got into a nice rhythm. When we hit 
the far turn he opened up and was 
gone.” 

Medici Code returned $11.40 and 
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North Ukiah Little 


League Meeting 
North Ukiah Little League is 
having their monthly board 
meeting today at 6pm at 
Rosie's Pizza. Anyone who 
is interested in helping with 
North Ukiah Little League 
should attend. 


High School 


Baseball Clinic 
The city of Ukiah and the 
Ukiah High Wildcats would 
like to announce the begin- 
ning of registration for a 
baseball clinic supervised by 
UHS baseball coaching 
staff. This clinic is complete- 
ly free and will be held every 
Tuesday, Wednesday and 
Thursday from 3:00 p.m. till 
5:00 p.m. beginning on 
December 4th. This clinic 
will teach every aspect of 
the game, from hitting and 
base running to pitching and 
fielding and so much more. 
The clinic is open to boys 
ages 13-17 all the way 
through the end of January. 
Pre-registration is the only 
requirement and in order to 
do so go to the City of Ukiah 
office at 411 W. Clay St. Call 


463-6201 for more info. 


2007 Redwood 
Classic Basketball 


Tournament 
The 50th annual Redwood 
Classic Basketball 
Tournament is set to kick off 
the new season November 
28-Dec. 1st, at the Anderson 
Valley High School gym in 
Boonville. The Redwood 
Classic is oldest and largest 
small school tournament in 
California. Local teams invit- 
ed include: Anderson Valley, 
Mendocino, Point Arena, St. 
Vincent, Cloverdale and 
Upper Lake. The out of area 
teams are: Branson, Crystal 
Springs-Hillsborough, 
Tulelake, International, 
Valley Christian-Roseville, 
South Fork, Hoopa, CA 
School for the Deaf, Stuart 
Hall and Colusa. 
The tournament begins at 
3:30 p.m. Wednesday, 
November 28th. Single day 
ticket prices are $5 for 
adults, $3 students and 
seniors and souvenir pro- 
grams cost $5. 


Photos Courtesy of Jeremy Pollard 
Above, wide receiver and Sophomore Steven Joachim reaches up and grabs a pass thrown by 
quarterback Jake Laudenslayer. Below, Coach Tom Gang led the Mendocino College Football Team 
to the Shriner's Hospital Bowl game and received "Coach of the Year" for their conference. 
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By JOHN-MICHAEL KIBRICK 
The Daily Journal 

Being a part of a winning team is 
any sports players’ dream. 
Unfortunately, the Mendocino 
College Eagles’ dream of going all 
the way ended Saturday as they were 
defeated by Cabrillo 56-35. 

In 60 degree temperatures, the 
Eagles fought hard to put points on 
the board in the first quarter when 
they were outscored by Cabrillo by 
over half. 

Mendo bounced back in the end of 
the first half scoring 15 to match 
their opponents’ 14. Later in the sec- 
ond half, Cabrillo won back their 
edge scoring 7 in the third quarter 


The three hour and ten minute 
long game was fought in breezy con- 
ditions on Cabrillo’s home field in 
Sacramento. 

Cabrillo’s number 23 David Allen 
led his team with a net gain of 114 
rushing yards while the Eagles as a 
team topped out at negative 25. 

While the Eagles quarterback Jake 
Laudenslayer individually lost 32 
yards, but as quarterback he com- 
pleted 29 passes, for a total of 370 
yards and 4 touchdowns. Opposing 
quarterback Harlan Prather complet- 
ed 21 passes for 356 yards and 6 
touchdowns. 

The Eagles look forward to an 
attempt at a dream accomplishing 


and 21 in the fourth. 


finish next year. 


$7, while Hawthorne Derby winner 
Bold Hawk was another three-quar- 
ters of a length back in third and paid 
$4 to show. 

Nobiz Like Shobiz, who shipped 
in from the East Coast, finished 
eighth in the field of 10. 

“I was very surprised he didn’t run 
better,” 
plan to take him to Florida and fresh- 
en him up.” 

Daytona didn’t race as a 2-year- 
old, then won his first race while 
making three starts on synthetic sur- 
faces in Europe. 

He came to the United States after 
Alex Solis Jr., 
Solis, put the current owners’ group 
together. 


trainer Barclay Tagg said. “I 


son of jockey Alex 


L.T. hits 10K in Chargers’ 32-14 win over Ravens 


By BERNIE WILSON 
AP Sports Writer 

SAN DIEGO — It had 
been a while since the San 
Diego Chargers looked this 
good. 

After a stretch in which 
they’d faced questions about 
everything from Philip 
Rivers’ shaky passing to 
coach Norv Turner’s leader- 
ship abilities, the Chargers 
raced past the floundering 
Baltimore Ravens 32-14 on 


Sunday. 
Rivers quieted the boo- 
birds and rediscovered 


Antonio Gates, throwing two 
of his three touchdown passes 


to the All-Pro tight end. 

LaDainian Tomlinson did- 
n't find a lot of holes against 
the Ravens’ tough defense but 
did become the 23rd player in 
NFL history with more than 
10,000 yards rushing. 

Outside linebacker Shawne 
Merriman was so fired up that 
he started into his spasmodic 
“Lights Out” sack dance after 
merely tackling Willis 
McGahee early in the game. 
Then again, it sure beat get- 
ting knocked on his rear end 
as Merriman had been a week 
earlier by Maurice Jones- 
Drew in a loss at Jacksonville. 

It was such a laugher in the 


final minutes that fans were 
folding giveaway placards 
into paper airplanes and 
launching them from the 
upper decks. Merriman caught 
one and bowed to the crowd. 

“We’re coming together. 
We’re ready to rock,” said 
center Nick Hardwick, who 
returned after missing four 
starts with a foot injury. “We 
know what we’ve got to do to 
make it to the playoffs and 
make a good push in the play- 
offs and we’re ready to get 
started on it.” 

The Chargers (6-5) won for 
the fifth time in seven games 
following their shocking 1-3 


start and took over sole pos- 
session of first place in the 
AFC West following Denver’s 
loss at Chicago. 

The Ravens (4-7) set a 
franchise record with their 
fifth straight loss and tumbled 
into a last-place tie in the AFC 
North with Cincinnati. 
Quarterback Kyle Boller was 
sacked four times. 

These teams finished with 
the best records in the AFC 
last year and would have met 
for a Super Bowl berth if not 
for pratfalls in their playoff 
openers. The Ravens lost to 
the eventual Super Bowl 
champion Indianapolis Colts, 


and the Chargers melted down 
against New England. 

Baltimore hasn’t been the 
same since, and the Chargers, 
especially Rivers, have been 
wildly inconsistent in Turner’s 
first season as head coach. 

Rivers, who came in lead- 
ing the NFL with 17 
turnovers, didn’t throw an 
interception for only the third 
game this season. 

The Chargers were booed 
after going three-and-out on 
their first possession, includ- 
ing a predictable run by 
Tomlinson on first down. 


See CHARGERS, Page 7 
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By The Associated Press 

ST. LOUIS — Rams back- 
up quarterback Gus Frerotte 
fumbled the snap on fourth- 
and-goal from the Seattle 1 
with 27 seconds left Sunday, 
allowing the Seahawks to 
hold on for a 24-19 victory. 

Frerotte picked up the loose 
ball but was tackled at the 5, 
ending a last-ditch drive and 
the Rams’ modest two-game 
winning streak after an 0-8 
start. 

Seattle (7-4) won its third 
straight by rallying for 17 
unanswered second-half 
points. 

The Rams (2-9) had one 
last chance when Josh Brown 
missed a 52-yard field goal 
attempt with 2:44 to go. The 
Rams took over at their 42 and 
drove to the 4 with just over a 
minute to play. 

Frerotte, playing after 
starter Marc Bulger left with a 
concussion in the first quarter, 
missed a wide-open Isaac 
Bruce on first down, then 
threw a 2-yard pass to Drew 
Bennett. On third down, 
Steven Jackson ran to the 1, 
setting up the doomed final 
play. 

The Seahawks went ahead 
for the first time with 5:57 to 
play on Leonard Weaver’s 4- 
yard run. 

Seattle rookie Josh Wilson 
returned a first-quarter kickoff 
89 yards for a touchdown. 

Bears 37, Broncos 34 

CHICAGO — _ Robbie 
Gould salvaged a win and 
maybe the Bears’ season. 

Gould kicked a 39-yard 
field goal in overtime and the 
defending NFC champions (5- 
6) gave their flickering play- 
off hopes a boost. 

After scoring two touch- 
downs in the final 5:17 of reg- 
ulation, the Bears won the 
coin toss before the start of 
overtime. 

They drove from their 24 to 
the Denver 18 and Gould 
delivered the winner. 

The Bears got two long 
touchdown returns from 
Devin Hester in the second 
half, one on a punt, the other 
on a kickoff runback. They 
were trailing 34-20 early in 
the fourth quarter after an 
acrobatic 14-yard touchdown 
catch by Tony Scheffler for 
Denver (5-6). 

Charles Tillman then 
blocked a punt and Brandon 
McGowan recovered at the 
Broncos 18. That led to a 4- 
yard touchdown run by 
Adrian Peterson, who was 
pushed in by his teammates in 
a scrum. 

The Bears tied it with 28 
seconds left in regulation on a 
3-yard reception by Bernard 
Berrian, who spun away from 
Champ Bailey and lunged to 
catch the pass from Rex 
Grossman on the right side of 
the end zone. 

Bucs 19, Redskins 13 

TAMPA, Fla. — Ronde 
Barber became Tampa Bay’s 
all-time interceptions leader 


with 3:40 remaining and 
Brian Kelly picked off Jason 
Campbell’s throw in the end 
zone with 17 seconds left. 

The turnovers were the 
fifth and sixth forced by 
Tampa Bay’s defense, which 
also recovered four fumbles to 
set up a touchdown and three 
field goals in the first half. 

Tampa Bay (7-4) played 
most of the day without quar- 
terback Jeff Garcia, who 
injured his back on the first 
play and remained on the side- 
line until Washington pulled 
within a touchdown in the 
fourth quarter. 

Campbell led the Redskins’ 
comeback from a 19-3 half- 
time deficit. A week after set- 
ting career highs for attempts 
(54), completions (33) and 
yards (346) in a close loss to 
Dallas, the second-year pro 
was 30-of-49 for 301 yards. 

Barber’s 32nd career inter- 


ception stopped one 
Washington threat at the 
Tampa 31. 


The Redskins (5-6) had 
marched from their 7 to the 
Bucs 16 before Kelly broke in 
front of Santana Moss in the 
closing seconds. 

The Bucs, who built their 
halftime lead on Earnest 
Graham’s l-yard touchdown 
run and four field goals by 
Matt Bryant, held on despite 
being outgained 316-15 and 
not making a first down in the 
second half. 

Jaguars 36, Bills 14 

JACKSONVILLE, Fla. — 
Fred Taylor ran for a season- 
high 104 yards and a touch- 
down and Josh Scobee kicked 
five field goals. It was 
Jacksonville’s third consecu- 
tive victory and kept the team 
in the thick of the AFC playoff 
picture. 

The Jaguars (8-3) probably 
need to beat Indianapolis next 
week to have a shot at the 
AFC South title. 

The Bills (5-6) were hoping 
to rebound from a 56-10 drub- 
bing against New England. 
Instead, they got another beat- 
ing. This one helped the 
Patriots clinch the AFC East. 

David Garrard hooked up 
with Reggie Williams for a 
59-yard score that put 
Jacksonville ahead 29-14 with 
2:39 remaining, then Maurice 
Jones-Drew added a 17-yard 
scoring run with 1:43 to play. 
Garrard was 23-of-37 for a 
career-high 296 yards and 
broke a team record for passes 
without an interception. He 
has thrown 201 passes with- 
out a pick. 

Browns 27, Texans 17 

CLEVELAND — Derek 
Anderson threw two touch- 
down passes, Jamal Lewis 
rushed for 134 yards and a TD 
and Kellen Winslow had 10 
catches as the Browns 
improved their playoff profile. 

With their fifth straight vic- 
tory at home and fifth in six 
games overall, the Browns (7- 
4) stayed within striking dis- 
tance of first-place Pittsburgh 
in the AFC North and among 
the wild-card contenders. 

The Browns’ three previous 


SPORTS 


Week 12 NFL Capsules 


games had all been decided by 
three points, two in OT. Last 
week, they needed an unfor- 
gettable, 51-yard field goal at 
the end of regulation by Phil 
Dawson to slip past 
Baltimore. 

But when Lewis barreled in 
from the 1with 5:48 left, the 
Browns led 27-10 and were 
far enough ahead that a late 
touchdown by the Texans (5- 
6) meant nothing. 

Houston’s Matt Schaub fin- 
ished 22-of-36 for 256 yards 
and two TDs. But he was 
picked off twice. 

Oakland 20, Kansas City 
17 

KANSAS CITY, Mo. — 
Justin Fargas and LaMont 
Jordan each rushed for a 
touchdown and the defense 
came up with a big stop on 
fourth down, snapping a 17- 
game losing streak in the divi- 
sion for Oakland. 

Oakland hadn’t beaten any- 
body in its division since a 25- 
24 squeaker over Denver on 
Nov. 28, 2004, the longest 
ongoing streak of divisional 
futility in the NFL. 

Fargas had 139 yards on 22 
carries for the Raiders (3-8), 
who also snapped a six-game 
skid overall and a nine-game 
losing streak to the Chiefs. 

Kansas City (4-7) got a 
huge day from rookie Kolby 
Smith, who rushed for 150 
yards and two touchdowns 
after languishing on the third 
team behind Larry Johnson 
and Priest Holmes all season. 
But Smith failed on fourth- 
and-1 from the Raiders 23 
when he slammed over left 
guard and lost a yard. 

The Raiders took over on 
their 24 with 4:22 to go and 
the Chiefs never touched the 
ball again. 

Vikings 41, Giants 17 

EAST RUTHERFORD, 
N.J. — With older brother 
Peyton watching in the stands, 
Darren Sharper, Dwight Smith 
and Chad Greenway picked 
off passes by Eli Manning and 
returned them for touch- 
downs. 

Sharper scored on a 20- 
yard return, Smith rumbled 93 
yards and Greenway followed 
from 37 yards just a few plays 
later. The Vikings set a team 
single-game record for inter- 
ception returns for touch- 
downs. 

The Vikings (5-6) nearly 
had a fourth return in handing 
the Giants (7-4) their second 
loss in the last three games. 
Smith returned a second-quar- 
ter interception 19 yards to the 
Giants 8, setting up a touch- 
down run by Chester Taylor. 

The Giants were off-bal- 
ance from the start. 

Tarvaris Jackson threw a 
60-yard touchdown pass to 
Sidney Rice just 41 seconds 
after the opening kickoff in 
helping Minnesota win back- 
to-back games for the first 
time this season. Ryan 
Longwell added two field 
goals. 


See CAPSULES, Page 8 
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Rivers was booed several 
times after overthrowing 
receivers but won over the 
crowd during the second quar- 
ter, when San Diego surged to 
a 22-7 lead. 

“We’re just as mad as any- 
one when we don’t convert or 
make something happen,” 
Rivers said. 

“I think it’s unfortunate 
because I don’t think people 
understand,” said Turner, 
who’s 64-87-1 in three NFL 
head coaching stints. “That 
team is second in the league in 
rush defense. I don’t think any 
game has been won on the 
first play of the game and cer- 
tainly has never been won on 
the second play of the game.” 

Safety Ed Reed bit hard on 
a pump fake and Rivers found 
Gates wide open in zone cov- 
erage for a 35-yard touch- 
down pass midway through 
the quarter. Rivers hit an 
equally open Chris Chambers 
on a 5-yard scoring toss just 
before halftime. 

Gates caught a 25-yard 
touchdown pass early in the 
third quarter. He finished with 
six catches for 105 yards. 


‘| don’t think any game has been won on the 
first play of the game and certainly has never 
been won on the secon play of the game.’ 


-Norv Turner 


“We gave them two lol- 
lipops,” Pro Bowl linebacker 
Bart Scott said. 

“When you have a couple 
of blown coverages on one of 
the best tight ends in football, 
it’s always going to go that 
way,” linebacker Ray Lewis 
added. 

Rivers was 25-of-35 for 
249 yards. Tomlinson carried 
24 times for 77 yards and had 
six catches for 45 yards. 

“Tt was just a good day for 
us,” Gates said. “It’s some- 
thing to build on.” 

Tomlinson had a quiet day 
until his 36-yard run early in 
the third quarter pushed the 
reigning league MVP past 
10,000 career yards rushing. 
He raised his career total to 
10,048 and tied Emmitt Smith 
as the fourth-fastest player to 
do so, in 106 games. 

He reached the 10,000-yard 
milestone three days after 
Warrick Dunn of the Atlanta 
Falcons did it. Jacksonville’s 
Fred Taylor made it into the 
exclusive club on Nov. 11 


against the Tennessee Titans. 

Tomlinson came out after 
the run, and the milestone was 
acknowledged on the video 
screen. Fans started chanting 
“L.T.! L.T.” and the running 
back, in his seventh season, 
pointed to the crowd and 
bowed. 

Merriman sacked Boller 
and forced a fumble that line- 
backer Marques Harris recov- 
ered midway through the sec- 
ond quarter, setting up Nate 
Kaeding’s 46-yard field goal. 

It was the first sack in five 
games for Merriman, who had 
an NFL-high 17 last year. 

Mike Anderson muffed the 
kickoff after Chambers’ 
touchdown catch and Tim 
Dobbins recovered, setting up 
Kaeding’s 41-yard field goal. 
Kaeding finished with four 
field goals. 

McGahee scored on a 1- 
yard run in the first quarter 
and Boller threw a 13-yard 
TD pass to Le’Ron McClain 
in the third. 
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Pepperdine passes Cal State 90-80 


AP Sports Writer 


BAKERSFIELD — 
Malcolm Thomas and Rio 
Tucker scored 16 points 


apiece to lead Pepperdine to a 
90-80 win Sunday over Cal 
State Bakersfield. 

Jason Walberg came off the 
bench to score 14 points, 
Daniel Johnson had 12 points 
and Mychel Thompson added 


10 for Pepperdine (2-4). 

Cal State Bakersfield (1-5) 
took a 47-40 lead two minutes 
into the second half on a 
jumper by Santwon Latunde. 

The Waves responded with 
a pair of baskets and com- 
bined with two turnovers by 
the Roadrunners took a 48-47 
lead with 16:12 to play and 


would not trail again. 

Latunde led all scorers with 
17 points and Zack Grasmick 
had 16 for Bakersfield, 
including four 3-pointers. 

The Roadrunners led 39-36 
at halftime, going 9-for-10 
from the foul line and scoring 
12 points off 12 Pepperdine 
turnovers in the first half. 


Maryland battles back from 
16-point deficit; beats UCLA 


AP Sports Writer 

LOS ANGELES — 
Maryland caught a glimpse of 
its past in the present UCLA 
team. Then the Terrapins 
made sure the young Bruins 
didn’t get too proud, too soon. 

Kristi Toliver hit six 3- 
pointers and scored 22 points, 
and No. 3 Maryland overcame 
a 16-point second-half deficit 
to beat UCLA 79-75 on 
Sunday. 

“We played great down the 
stretch,” Toliver said. “We 
showed a lot of composure.” 

Marissa Coleman had 20 
points, 10 rebounds and four 
assists for Maryland (8-0), 
which needed a 14-0 run to 
retake a lead it held the entire 
first half and hold off UCLA, 
which started three freshman 
and a sophomore. 

It was the closest result so 
far for the Terrapins, who 
have already defeated three 
ranked opponents by double 
figures. 

“They reminded me of us 
two years ago,” Maryland 
senior Crystal Langhorne 
said. “Their freshmen played 
as hard as they could.” 

Maryland won the national 


title two years ago. UCLA 
senior Lindsey Pluimer was 
proud of the way UCLA 
pushed Maryland to its limits. 
“Its hard losing this game 
because we fought out there 
but we have to learn from it,” 
said Pluimer, who led UCLA 
with 17 points and had four 
rebounds and three steals but 
made just six of 15 shots. 
UCLA coach Kathy Olivier 
thought her team’s defensive 
intensity lulled down the 
stretch, allowing Maryland to 
storm back. She also felt her 
team didn’t take full advan- 
tage of its lead, taking some 
poor shots and not putting 
together strong possessions. 
“Down the stretch, their 
experience showed in a big, 
big way,” Olivier said. “We 
needed to take good shots, not 
quick shots and use the clock. 
We had some good looks but 
they didn’t go in for us.” 
UCLA made just one of 11 
field goals during the final 
seven minutes of the game. 


The cold streak helped 
Maryland overcome 25 
turnovers. 


Led by Toliver, Maryland 
made nine 3-pointers and shot 


nearly 53 percent from the 
field. 

Maryland outrebounded 
UCLA 42-33, but the Bruins 
(3-1) scored more points in 
the paint and had more sec- 
ond-chance points. 

Laura Harper had 12 points 
and nine rebounds while 
Crystal Langhorne had 12 
points but also seven 
turnovers for Maryland. 
Marah Strickland finished 
with nine points and nine 
rebounds. 

Maryland didn’t commit 
any of its turnovers during the 
final four minutes of the 
game. 

“It shows the character of 
this team,” Coleman said. 
“We worked hard and close 
games like this will test us in 
the long run.” 

Doreena Campbell added 
15 points for UCLA while 
center Regina Rogers added 
10 points. 

“We saw what can happen 
if you let up on defense,” 
Campbell said. 

UCLA rallied from a 35-28 
halftime deficit and took its 
first lead, 48-46, on Pluimer’s 
layup with 13:31 left. 


49ers 
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blocking-in-the-back penal- 
ties against rookie Ben 
Patrick. Andy Lee’s punt, 
combined with the penalty, 
pinned the Cardinals at their 
3 


On first down, Warner 
dropped back to pass, but hes- 
itated. That’s when he was hit 
by Fields and dropped the 
ball. 

Frank Gore, looking like 
the powerhouse player of last 
year, ran for 116 yards on 21 
carries and caught 11 passes 
from Trent Dilfer for 98 yards. 

There were three lead 
changes in the second half. 

Gore, slowed by a sore 
ankle much of the season, ran 
35 yards virtually untouched 
to put San Francisco 31-28 
with 1:15 left in regulation. 

But Warner completed five 
straight passes for 84 yards in 
the final 1:11. 

His last went 30 yards to 
Bryant Johnson, who slid out 
of bounds inside the San 
Francisco 1 with 6 seconds 
left. 

After using their final time- 
out of regulation, Warner 


File Photo 


Frank Gore ran 116 yards in 21 carriesyesterday. 


threw an incomplete lob to 
Johnson, then — with the ball 
inches from the goal line — 
Rackers kicked the tying chip 
shot. 

Fitzgerald caught nine 
passes for 156 yards and two 
touchdowns. He broke Larry 
Centers’ franchise record with 
30 touchdowns as a Cardinal. 
He also topped 1,000 yards 
receiving for the season. It 
was his 12th career 100-yard 
receiving game, third this sea- 
son. 

The 49ers took a 24-21 lead 
in the fourth quarter on 
Dilfer’s 57-yard pass to Arnaz 
Battle. 

But Arizona rallied. On 
fourth-and-1 at the San 
Francisco 2-yard line, backup 


quarterback Tim Rattay 
retreated to avoid the rush, 
then found Patrick deep in the 
end zone for a touchdown. 

The Cardinals committed 
three early turnovers, two of 
them interceptions of Warner. 
The turnovers led to both first- 
half San Francisco touch- 
downs. Joe Nedney’s 19-yard 
field goal was set up by 
Michael Lewis’ 51-yard punt 
return. 

The 49ers led 17-10 when 
Warner scrambled to his left 
and lofted the ball to the end 
zone with the final seconds of 
the half ticking away. The 6- 
foot-3 Fitzgerald outjumped 
the crowd, grabbed the ball 
for the TD, then ran for the 
tunnel. 
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The loss dropped the 
Giants (7-4) three games 
behind Dallas in the NFC East 
with five games to play. 

Bengals 35, Titans 6 

CINCINNATI Chad 
Johnson had a career-high 12 
catches, set the Cincinnati 
record for career receptions, 
and scored three touchdowns 
against the fast-fading Titans. 

After emerging as one of 
the NFL’s first-half surprises, 
Tennessee (6-5) has lost three 
in a row to slip back into the 
pack. 

The offense has been slop- 
py and the defense, without 
standout tackle Albert 
Haynesworth, has suddenly 
lost its ability to stop anybody, 
giving up 28, 34 and 35 points 
during the slide. 

It was the same story in 
Cincinnati. 

One week after Carson 
Palmer threw a career-high 
four interceptions, the 
Bengals (4-7) had a breakout 
game behind Johnson, who 
had gone into a shell and a 
funk for the past month. 

Johnson piled up 103 yards 
and his first touchdowns since 
a 51-45 loss in Cleveland on 
Sept. 16. Johnson eclipsed 
Carl Pickens’ club mark with 
his 531st career reception in 
the second quarter. His next 
catch was a 10-yard touch- 
down that broke the long 
drought and left the 65,489 
fans wondering how he would 
celebrate. 

He ran through the end 
zone, commandeered a televi- 
sion camera, peered into the 
viewfinder and swung it 
toward the field, drawing a 
15-yard penalty for excessive 
celebration. 

The penalty was assessed 
on the kickoff, helping the 
Titans drive to Rob Bironas’ 
23-yard field goal. 

Johnson also had a 2-yard 
touchdown catch in the third 
quarter and a 3-yard score in 
the fourth. 
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Marques Colston carried the ball 93 yards and had 
one touchdown in the Saints - Panthers game. 


Saints 31, Panthers 6 

CHARLOTTE, N.C. 
Drew Brees shook off a slow 
start to throw for 260 yards 
and three touchdowns and run 
for another score as the Saints 
stayed competitive in the NFC 
South race. 

Marques Colston caught 
seven passes for 93 yards and 
a TD for the Saints (5-6), who 
snapped a two-game losing 
streak. 

They remained two games 
behind division-leading 
Tampa Bay heading to 
Sunday’s home game against 
the Buccaneers. 

The Panthers (4-7) lost 
their fourth straight game, 
dropped to 0-5 at home and 
were booed again by their fans 
after another mistake-filled 
performance that led David 
Carr to be benched early in the 
fourth quarter. 

Carr, getting the start after 
44-year-old Vinny Testaverde 
was a late scratch with a sore 
back, threw seven straight 
incompletions to start the 
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‘Carr, getting the 
start after 44-year-old 
Vinny Testaverde 
was a late scratch 
with a sore back, 
threw seven straight 
incompletions to start 
the game. He wasn't 
much better after 
that, finishing 10-of- 
22 for 95 yards and 
two interceptions. 


game. 

He wasn’t much better after 
that, finishing 10-of-22 for 95 
yards and two interceptions. 
He was replaced by rookie 
Matt Moore after his second 
pick. 

Not that the Panthers had 
any running game, either. 
DeShaun Foster rushed nine 
times for minus-5 yards and 
lost a fumble. 
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By ALAN CLENDENNING 
Associated Press Writer 

SAO PAULO, Brazil — A 
section of stands at a soccer 
stadium in northeastern Brazil 
gave way Sunday as fans 
cheered at the end of a game, 
killing eight people, police 
said. 

At least 60,000 were in the 
stadium for the game at the 
Fonte Nova stadium in the 
coastal city of Salvador when 
the victims fell several stories 
to the ground after a hole sev- 
eral yards wide opened in the 
concrete floor of a section of 
the highest bleachers. 

At least nine people fell 
through and eight of them 


died, said Maj. Edmilson 
Tavares of the city’s federal 
police. 


He said he could not imme- 
diately confirm how many 
people were hurt. 

The accident happened as 
fans of the Bahia club went 
into a wild celebration, storm- 
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$ Brazilian soccer fans die 


‘Many fans did not realize that the bleachers 
had given way and continued to celebrate by 
swarming the field after the game. 


ing the field when their team 
managed a 0-0 tie with Vila 
Nova which secured Bahia a 
place in the nation’s second 
division. 

Globo TV reported that 
fans had been jumping up and 
down in glee, and that dozens 
of people were injured. 

Many fans did not realize 
that the bleachers had given 
way and continued to cele- 
brate by swarming the field 
after the game. 

The stadium was built in 
1951, according to the Web 
site of Salvador’s A Tarde 
newspapers. 

A survey of soccer stadi- 
ums released last month by 
Brazil’s Sinaeco association 
of architects and engineers 
said the Fonte Nova’s stands 
were “in ruins,” A Tarde 


reported. 

The newspaper said Fonte 
Nova was evaulated as part of 
a study of Brazilian soccer 
venues because Brazil will 
host the 2014 World Cup. 
Salvador would almost cer- 
tainly get some of the games. 

Brazil, which has won a 
record five World Cups, was 
awarded the right last month 
to host 2014 tournament 
Tuesday by FIFA’s executive 
committee. Latin America’s 
largest country hosted the 
competition once before, los- 
ing to Uruguay in the 1950 
final. 

The state governor of Bahia 
state, Jacques Wagner, ordr- 
ered the Fonte Nova stadium 
closed while authorities inves- 
tigate the cause of the acci- 
dent. 


By The Associated Press 
SPOKANE, Wash. 
Derrick Low made six sec- 
ond-half 3-pointers and 
scored 19 points to help No. 9 
Washington State beat Air 
Force 71-62 on Sunday in the 
Cougar Hispanic College 

Fund Challenge. 

Taylor Rochestie led all 
scorers with 22 points and 
Kyle Weaver added 15 points, 
8 rebounds and 8 assists for 
Washington State, which 
trailed at halftime. 

Low, who sat out most of 
the first half after two quick 
fouls, made 6 of 8 3-pointers 
for Washington State (6-0), 
which won all three games in 
its round-robin tournament. 

Tim Anderson scored 15 
for Air Force (5-2), which lost 
its second consecutive game. 
Evan Washington added 14. 
No. 13 Duke 78, Eastern 
Kentucky 43 

DURHAM, N.C. (AP) — 


Freshman Taylor King scored 
a career-high 27 points to lead 
Duke to a rout of Eastern 
Kentucky. 

DeMarcus Nelson had 12 
points and Gerald Henderson 
added 10 for the Blue Devils 
(6-0), who played their first 
game on the mainland since 
winning the Maui Invitational 
and showed no effects of jet 
lag. 

Duke never looked back 
after a dominant first half in 
which the Colonels made just 
four of 17 shots and had 18 
turnovers. The Blue Devils 
never trailed, led 34-12 at the 
break and cruised to their 
NCAA-best 54th straight non- 
conference victory at 
Cameron Indoor Stadium. 

Adam Leonard had 12 
points and leading scorer 
Mike Rose added 11 for 
Eastern Kentucky (2-3), an 
NCAA tournament team last 
season that lost its 11th 


BG 55 Handheld Blower 


MS 170 Chain Saw 


$1799 - 


14” bar 


wense STALL, 


S, 
"h < The perfect gift for 
P little lumberjacks. 


$2995 


Quantities limited, only at 
os participating dealers. 


ah 

` Res Sy . N 

ow 
Ly 


oF 


Santa Rosa 
Rincon Valley 
Yard & Garden 
4972 Sonoma Hwy. 
707-539-4124 


All prices are PS-SRP. Available at participating dealers. © 2007 STIHL PAS7-1721-82175-11 


Designed for occasional wood- 
cutting tasks around the home 


Top 25 Basketball Capsules 


straight game against a ranked 
opponent. 

No. 18 Kansas State 82, 
Rider 69 

LAKE BUENA VISTA, 
Fla. (AP) — Andre Gilbert 
scored 22 points, Jacob Pullen 
added 19 points and five 
assists and Kansas State held 
off Rider in the Old Spice 
Classic. 

The Wildcats’ Michael 
Beasley had 13 points and 10 
rebounds — his sixth double- 
double in as many games, but 
well short of the 30-plus 

oints he had been scoring. 
alker added 14 points and 
10 rebounds. 

Jason Thompson led Rider 

(3-3) with 23 points. Young 


brother Ryan Thompson 
added 21 points and 12 
rebounds. 


K-State (5-1) led as many 
as 17, but Rider pulled within 
71-64 after Ryan Thompson 
made his second straight dri- 
ving layup. 


Primer bulb and throttle 
lock ensure fast starts 


Optional vacuum and gutter 
kit attachments available 


FS 45 Trimmer 


$13995 


Easy to use, well-balanced 
homeowner trimmer 


Lightweight, reliable 
and fast cutting 


Dual line AUTOCUT® 


TapAction” cutting head 


x 


STIHL has the perfect gift for any occasion! 


Ý% 


Ukiah 

Rainbow - America’s 
Country Store 

235 East Perkins St. 
707-462-2404 


Are you ready fora STIHL ? 


THE UKIAH DAILY JOURNAL 


THE AWARD-WINNING PRINT & ONLINE FAMILY FEATURE 


School Lunch 


Jeff Schinkel, Graphics Vol. 23 No. 49 
www.kidscoop.com 


The Kid Scoop Poll: 
Do you bring your lunch or 
buy it in the school cafeteria? 


© 2007 by Vicki Whiting, Editor 


Take the poll on the KIDS page at 
www.kidscoop.com 


Time to Lose Waste! 


n average, a school-age child who 
uses disposable containers at 
lunch generates 67 pounds of waste 


per school year. An average elementary 
school has about 280 students.* 


Think About It 


Put these three numbers in order from 
smallest to largest: 


15,400 pounds 
(7,000 kg.) 

The weight of a male 
African elephant 


22,000 pounds 
(10,000 kg.) 
The weight of a school bus 


18,760 pounds 
(8,000 kg.) 

The weight of lunch waste 
created in a year at an 
average-size elementary 
school 


Cafeteria 
Confusion 


Help Jarrod, Alisha 
and Michael meet at 
their favorite lunch 
table. 


P 
RE 


Erer 


ae 


*Source: www.wastefreelunches.org 


O 
-aa 


Es 


Standards Link: Number Sense: Compare numbers to 100,000. 


Beat Brown-Bag 
Boredom 


How to lose waste! 


Pack your lunch in a or 
Now you can borrow other container. Pack 
an idea from the your foods in _ , reusable 


containers. Pack a cloth 

and washable forks and spoons. Take 
your drink in the same 

container every 
day. Remember to bring home 
everything that’s reusable so you can 
_ ___ it and pack it for the next 
day’s lunch! 


Can you 
find the two 
look-alike 
lunchboxes? 


Japanese to make 
school lunches more 
fun, better for you 

and waste-free! 


Bento boxes are 
a collection of 
brightly colored 
boxes that fit 
together like 

a puzzle! 


Oops! Can you find where each of the 
missing words belong? 


Standards Link: 
Health: Students 
understand concepts 
about nutrition and diet. 


Pack Your Lunch! 


Pick at least one food from each category. Write or draw in each bento box the 
food you will pack in that box. 


A healthy lunch 
makes me feel 


FRUIT VEGETABLE PROTEIN WHOLE GRAINS BE VERAGE 
Sliced pear Carrot sticks Hummus Wheat crackers 7 
Strawberries Snap peas Black bean salad Organic corn chips g> A lunch 
Sliced apple Jicama & carrot Hard-boiled egg Rice crackers Boa PR the KIDS . 
Orange sections cubes Mixed nuts Pretzel sticks page at Look through the 


Celery & broccoli 


newspaper for five 

words to finish this 

sentence. Cut them 

our and glue them 
on the lines. 


www.kidscoop.com 


Standards Link: Vocabulary: 
Understand grade-level 
appropriate words and 
vocabulary in context. 


The Kid Scoop Puzzier 


Match each fraction to the picture that illustrates it. 


—p 


Find the words in the puzzle, 
then in this week’s Kid Scoop 
stories and activities. 


LUNCHBOX 
JAPANESE 
BENTO 
DISPOSABLE 
JICAMA 
WASTE 
ELEPHANT 
SNAP 
AVERAGE 
HEALTHY 
HUMMUS 
BOILED 
IDEA 

BEAN 

PEAR 


w 
n 
~ 
n 


Stumped? Answers are at the KIDS page at www.kidscoop.com 
Standards Link: Number Sense: Identify fractional amounts. 


“iWeb What kind of drink never runs out? 


Wonder 2 SB4254=-6R31 


Get the code by visiting the KIDS page at www.kidscoop.com 


FROM THE Sp LESSON LIBRARY 
Pollution Solution 


www.kidscoop.com 
Find as many articles as you can that discuss 
how to prevent pollution. List the techniques 
that the articles discuss. Beside each 


Hom C¢e € ¢. 2 ti 
ma-n waor 
z0 ľnHs <Ha 
>mmrA > H 
fe > oe et oe BG 
vaur A Pp XK 
wor Z? a» s 
“Oca zaTrt Ww ox=s 
mAnwmworrmy 


Standards Link: Letter sequencing. Recognized identical 
words. Skim and scan reading. Recall spelling patterns. 


technique, list the organization or group of 
people using it. 


Standards Link: Science: Understand relationships among 
organisms and their physical environment. 


Health Insurance 
for all of Mendocino 
County’s children. 


Great Toys 
Superior Clothes 


For more information, 
call 463-KIDS (5437) 


MONDAY, NOV. 26, 2007 -9 


G Kid Scoop Together: 


Fill In The Blanks 


Ask a friend to give you each 
type of word. Fill in the blanks 
and read the story aloud for 
some silly fun. 


Last Friday, something very 
strange happened in the school 
cafeteria. Instead of the regular 
menu, they served ; 

PLURAL NOUN 
—— and 

PLURAL NOUN 
PLURAL NOUN 
Students had to 
VERB 

in a very long line to get their 


lunch. This 


ADJECTIVE 
caused a lot of confusion, so they 


were instructed to 


VERB 
in line instead. 


Later, Britney McHale slipped 


on some spilled 


PLURAL NOUN 
and her tray went flying through 


the _. Students 


NOUN 
were completely covered in gobs 


of 


ADJECTIVE 


PLURAL NOUN 


Our principal tried to calm 
everyone. He spoke into the 
C(O Cs tt 
ADJECTIVE NOUN 
everyone was too busy trying to 
through the mess. 
VERB 


I’m pretty sure that’s the last time 


they will allow 


ADJECTIVE 


to prepare the 
PLURAL NOUN 


school lunches! 


Standards Link: Grammar: Understand and 


use nouns, adjectives, verbs and interjections 
in writing and speaking. 


What a Character!" 
Responsibility is ... 


... taking care of your body 
and the planet! 


Scoo 


© \O 
VOCABULARY 


Lo} 


BUILDERS 


This week’s word: 
WASTE 
One meaning of the noun 
waste means something seen 
as useless or worthless. 


© 


We put our food waste in a 
compost pile. 


Try to use the word waste 

in a sentence today when 

talking with your friends 
and family members. 


Write On! 


What’s for 
Lunch? 


Come up with a healthy 
lunch for school. Be sure 
to include food from all of 
the food groups. 


children’s shop 


Party Area 


Locally Owned 
211 S. State St., Ukiah • 463-0628 
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Editor: Chris McCartney, 468-3524 


PEANUTS 


MORE ROOT BEER, 
MONSIEUR FLYING ACE? 


tures Syndicate 


2007 ZITS Partnership. Dishibuted by King Feat 


DILBERT 


WERE GOING TO 
TRY SOMETHING 
CALLED AGILE 
PROGRAMMING. 


Bad |T WOULD BE My A 
PLEASURE. Je A 

= A 

a 


é 
Š 
ms 

z 
Az 
Š 

a 
N] 


DOONESBURY 


I'M TOGGLE, FIRST 
SERGEANT. THE XO 
SENT ME OVER TO 
DRIVE TODAY. YOUR 
BOYS ON SICK CALL. 


WHATS 
UR SPE- 
CIALIST. A 


HEY, CHARLES.. 
YOUR DOG'S 
HERE IN OUR 
KITCHEN AGAIN.. 


www.dilbert.com — scottadams@aol.com 


HE SEEMED 
HUNGRY SO 
I GAVE HIM 


© 1994 United Feature Syndicate, Inc. 


THAT MEANS NO MORE 
PLANNING AND NO MORE 
DOCUMENTATION. JUST 

START WRITING CODE 

AND COMPLAINING. 


(126-07 ©2007 Scott Adams, Inc./Dist. by UFS, Inc. 


How ABOUT...1O THe. 


Mos à 
& WONDERFUL BEAUTIFUL TALENTED, Ti 
A MC, INTELLIGENT PERSON 

| HAVE EVER 


Z FANTAS 


PROBABLY 
FROM MY BAT- 


UNIVERSAL PRESS SYNDICATE © 2007 G8. Trudeau 


TIME OUT 


The Ukiah Daily Journal 


by Charles M. Schulz 


7 DOVUAWAGS 
HAVE TO ANALYZE 
FVERYTHING ISAC? | 


by Scott Adams 


THAT 
LJAS YOUR 
TRAINING. 


T'M GLAD 
IT HASA 
NAME. 


ost RIGHT! "TO A COOL 
aq SISTER 


Mikel” 


wvew.doonesbury.com, 


THE BORN LOSER 


udj@pacific.net 


by Art and Chip Sansom 


FT MADE A POINT OF EATING THEN YOU WONT BE HAVING, "OFCOURSE TUL BEHAVING ` 
A LIGHT, HEALTHY MEAL 
TONIGHT—00, L FEEL SO 


OF SONGS DO 

YOU GUYS SING | 7 

ON YOUR WAY j Uns 
TOW 7 


HAVE YOU EVER 
USED THIS PAINT 
SPRAYER e 


EO 


BEFORE 
2 


© 2007 by King Features Syndicate, Inc. World Rights reserved 


HAGAR THE HORRIBLE 


IM NOT ONE OF J 
THOSE VIKINGS 
WHO PUTS ON AIRS... 


hs 
3 
3 
3 
£ 
2 
Ë 


5 
3 


©2007 by King Features Syndicate, 


JUS CE YOUR 
GOLD AND SILVER 


ANY DESSERT, L PRESUME 7 


I GUESS YOU TURN 
THE TOP, THEN PRESS 
THIS BUTTON... 


WWIW.MORTWALKER.COM 


©2007 by King Features Syndicate, Inc. World rights reserved. 


© 2007 by NEA, Inc. www.comics.com 


IF ALL WORK AND NO PLAY 
MAKES JACK A DULL BOY, WE MUST 
BE TWO OF THE SHARPEST 

GUYS AROUND! 


DESSERT— WHY DO YOU THINK 
TATE THAT LOUSY HEALTHY 


by Bob Thaves 


LWO3"S2ILUOS" MMM 
“ou "VAN Aq S10 / SƏALYL 20020 


Wd |Oe BEuQseney| :lew-3 


SEE? I HAVE A 
KNACK FOR THESE 
HINGS 


Datebook: Monday, 


Today is the 330th day of 2007 and the 65th 


day of autumn. 


TODAY’S HISTORY: In 1789, the United 
States observed a day of Thanksgiving 
declared by George Washington in celebration 


of the new Constitution. 


Nov. 26, 2007 


In 1998, Tony Blair became the first British 


prime minister to address Ireland’s parliament. 


Day, Florida’s 


In 2000, nearly three weeks after Election 


presidential election results 


were certified in favor of George W. Bush. 


TODAY’S BIRTHDAYS: Mary Edwards 


Walker (1832-1919), physician/feminist; Cyril 
Cusack (1910-1993), actor; Charles M. Schulz 
(1922-2000), cartoonist; Tina Turner (1939-), 
singer/actress, is 68; Shawn Kemp (1969-), 


basketball player, is 38. 
TODAY’S SPORTS: 


In 
Richards became the first pole-vaulter to win a 
second Olympic gold medal and set an 
Olympic record in the process. 


TODAY’S QUOTE: “Jogging is very ben- 
eficial. It’s good for your legs and your feet. 
It’s also very good for the ground. It makes it 
feel needed.” -- Charles Schulz 


TODAY’S FACT: In 1920, Gimbels was 


1956, Bob 


the first store to sponsor a Thanksgiving Day 
parade, in Philadelphia, Pa. 
TODAY’S MOON: Between full moon 


(Nov. 24) and last quarter (Dec. 1). 


> CYour 
Birthday 


Tuesday, Nov. 27, 2007 

There are strong indica- 
tions that you could fare far 
better in the year ahead, espe- 
cially in situations or endeav- 
ors where you can operate 
independently from others. 
You'll do better as a free spir- 
1t. 


ASTROGRAPH 


By Bernice Bede Osol 


SAGITTARIUS (Nov. 23- 
Dec. 21) -- When it comes to 
business-related situations -- 
to be on the safe side -- do not 
take anything for granted. Just 
when you think you have 
everything tied down tight, 
things can derail. 

CAPRICORN (Dec. 22- 
Jan. 19) -- Persons who are 
usually in accord with your 
way of thinking could be 
resistant to your ideas or sug- 
gestions, so at the first sign or 


protest, button up and keep 
your thoughts to yourself. 
AQUARIUS (Jan. 20- 
Feb. 19) -- There’s a chance 
your judgment might be faulty 
in sensitive areas. For exam- 
ple, you could totally over- 
look persons you should be 
helping while rewarding those 
who are truly undeserving. 
PISCES (Feb. 20-March 
20) -- Avoid social gatherings 
where there could be people 
you really don’t care to be 
around. It might be harder 
than usual right now to keep 
your behavior under control. 
ARIES (March 21-April 
19) -- Take another look at a 
big objective you’ve been 
striving hard to attain. Upon 
closer inspection, you might 


discover things that could 
cause you to relinquish your 
desire for it. 

TAURUS (April 20-May 
20) -- Should you realize that 
you’re much smarter than 
your associates, underplay 
your knowledge -- don’t open- 
ly flaunt it. You won’t win any 
admirers if your brain under- 
mines theirs. 

GEMINI (May 21-June 
20) -- Avoid joint endeavors 
where the ante isn’t the same 
for all parties involved. If the 
contributions are unequal, the 
distribution could be unfair. 
Some will get more for far 
less. 

CANCER (June 21-July 
22) -- Guard against an incli- 
nation to be unreasonably sus- 


ISE 


picious of the motives of oth- 
ers. If you are, chances are it 
will be due to projecting a 
conclusion that isn’t based on 
true evaluation. 

LEO (July 23-Aug. 22) -- 
If you attempt to take on far 
more than you can comfort- 
ably manage, your chances for 
being productive will be sub- 
stantially reduced. It is far bet- 
ter to do less, but to do it well. 

VIRGO (Aug. 23-Sept. 
22) -- One of the worst things 
you could do is try to cover up 
your mistakes, especially if it 
involves a work-related situa- 
tion. Don’t attempt to hide 
something that needs to be 
corrected. 

LIBRA (Sept. 23-Oct. 23) 
-- Try to keep relatives or in- 


0 


E CLASSI 


laws out of your family’s per- 
sonal affairs, especially if the 
situation has to do with the 
youngsters. They could 
become pawns in a war of 
words. 

SCORPIO (Oct. 24-Nov. 
22) -- Do not take verbatim 
what other people say or ask 
because they may say they 
want the truth, but, in reality, 
prefer the facts to be sugar- 
coated -- so they can more 
easily be swallowed. 

Know where to look for 
romance, and you'll find it. 
The Astro-Graph Matchmaker 
instantly reveals which signs 
are romantically perfect for 
you. Mail $3 to Astro-Graph, 
P.O. Box 167, Wickliffe, OH 
44092-0167. 


in 


EDS 


Editor: Chris McCartney, 468-3524 


TIME OUT 


The Ukiah Daily Journal 


Puzzlers 


ACROSS adlan Answer to Previous Puzzle 
38 Toupee cousins ELEBRITY CIPHER 
1 Under the covers 39 Correspond THE LEARNING C by Luis Mi os 
5 Kept secret 41 Shock CHALLENGER oie hy anh past and present. 
8 Connections 43 Daisy — by Robert Barnett Each letter in the cipher stands for another. 
11 “Whatever — Scraggs Today’s clue: F equals K 
Wants” 44 Skimpy DIRECTIONS: 
12 Clapton 46 Softly lit A. Using each "Chaos Grid" number with its “BWOD BGO RH TKYPKOR WAA HT 
of music 49 Hirt and Gore e 
14 Vampire = 50 Fifty-fifty vertical column, horizontal row, and two SPGKX AKCGY UKSPHJS FOHUKOR 
15 Sketch 52 Mariner’s shout diagonals each ADD to numbers inside 
16 Eye 54 Seine moorage ene SPWS KS KY OHS TKYP SPGD WXG 
protector 55 Test-drive vehicle B. Some correct numbers with their letters 
17 Tackle 56 Poop out have been put into the "Order Grid" to WTSGX.” - PGOXD ZWCKZ SPHXGWJ 
t you started. Also, above the "Ord i 
ja lee, 57 Salon styles E E A aia DS 
eweler’s lens 58 Prefix for j = PREVIOUS SOLUTION — “I never made a mistake in grammar but once in my 
20 More “over” C: enoe S ba Sart eee life, and as soon as | done it, | seen it.” — Carl Sandburg 
than a job 59 Practically for- ters fam harizonial rows; frómileftto 
22 Not allow ever AM Ander "Decoded Message and 
23 Provide capital make words to form the answer. (c) 2007 by NEA, Inc. 11-26 
24 Looked at DOWN 
. r, ar Sucacaval CHAOS GRID J IB RES THAT SCRAMBLED WORD GAME 
eportmen um tota by Henri Arnold and Mike Argirion 
29 Luau 2 Seethe 7 Half of DJ 19 Cushion ae eed ee Mi e 
welcome 3 “Blondie” kid 8 “A Doll's House” 21 Undersized Unscramble these four Jumbles, 
30 eee i w i 5 Piayarigni 5 pup D D T R one letter to each square, 
34 Ardor Brown’ 10 Tumult 25 Whiz leader ee 
37 Majors or 6 Rollover subj. 13 Rubs 26 54 to Flavius 
27 Lows 
GET MORE in the new “Just Right Crossword Puzzles” 28 Atom 
series from Quill Driver. Call 800-605-7176. fragment SLEE AON 
30 Massive ORDER GRID | 1 | 
31 Bulldogs T T T Ka 90001 Tbune Media Services, Inc. 
backer ignts Reserved. 
i ae gensese | | re 
33 Get i E 
an eyeTu 36 34 
36 They give ce Jal 17 
18 — a hoot 37 
36 Of the nobility E = ee 
39 Greet, L142 9142 F142 F142 F142 | 
as a dog 11/26/2007 
ie 26 || 40 Have rapport DECODED MESSAGE: WHEN THE SCOUTS 
41 Quivering $$ HAD A KNOT- 
dessert ANSWERS IN NEXT EDITION MAKING CONTEST, IT 
(hyph.) © 2007 Robert Barnett f 
42 Camel stops TURNED INTO A--- 
43 Medieval CAYGEN 
Answers te Previous x] 7N Now arrange the circled letters 
| || 44 Young lady Learning Challenger to form the surprise answer, aS 
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E 
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Run in papers of Monday, Nov. 26, 2007 


45 First name in 
fashion 

47 Indiana neighbor 

48 Frayed 

51 Ostrich kin 


Qi 
K 


41 42 


a 
N 


11-26 


il 

50 51 52 53 
Snan dana 
EE m eee 


© 2007 by NEA, Inc. 


53 Proposal 
response 


CONSIDER OR DEDUCE Z| NA 


Saturday’s | 


“Ny NN” 
Answer here: AA 
LA ALS 


Jumbles: BRAWL 
Answer: 


suggested by the above cartoon. 


(Answers tomorrow) 
HYENA PONDER BOILED 
What the farmboy did on the football field — 
“PLOWED” AHEAD 


Long-distance relocation 1s proving difficult to adapt to 


Dear Annie: In the past year, I have gotten 
engaged, moved away, bought a new home, 
received my own business from my future in- 
laws and set a wedding date. All of these amaz- 
ing things and I am miserable. 

I’ve moved thousands of miles from my life 
-- my family, my friends, everything. It seemed 
best at the time. I thought I’d be happy here, 
with the great house, perfect job and future 
husband. But I miss home so much my heart is 
breaking. Moving back would mean ending my 
engagement. My fiance is needed here and I 
couldn’t handle living so far away from him. 
So, my choice is to live without the love of my 
life, or without my family and friends. 

I’m trying my best to be close to his parents, 
but it isn’t the same. And making friends is 
proving almost impossible. Plus, I don’t think 
replacing my old friends would help. I visit 
home often, but it’s only that much harder to 
leave again. I’m only 21 and know I should be 
happy, but it’s not working. Annie, I need your 


MONDAY EVENING 


Wuie's 


Mitchell a 


nd Marcy Sugar 


help. What should I do? -- Heartbroken 

Dear Heartbroken: If you love your fiance 
and plan to create a life with him, you should 
be willing to relocate. We know it’s hard to 
leave your family and friends, and it can take a 
long time to feel comfortable in a new place, 
but once you’re married, your husband should 
come first and he has legitimate reasons to live 
in your current home. Get involved in your 
neighborhood. Join a book club. Take a college 
class. Start a young-married-couples group at 
your church. Maturity sometimes means sacri- 
fice, and if you are unable or unwilling to do 
this, you may not be ready for marriage. 

Dear Annie: My mother married a man 


11/2807 | 6:00 | 6:30 | 7:00 
BROADCAST CHANNELS 


News Friends O |Friends O [Seinfeld O 


House “Mob Rules” Q 


10:00 | 10:30 


Ten O'clock News (N 


Seinfeld A 


K-Ville (N) A 


News (N) Extra (N) [Hollywood {Chuck (N) A 


j Heroes (N) O W 


News (N) 


News (N) Eye-Bay [Judge J. 


How I Met |Big Bang 


(:01) Journeyman (N 
CSI: Miami (N) A [e] 


Two Men [Rules 


News (N) [i] Jeopardy! [Fortune 


Dancing With the Stars 


News (N) 
Samantha |Underbelly [October Road (N) [t News (N) 
(tt) 


News-Lehrer Vicar-Dbly [Romance 


Antiques Roadshow 


History Detectives [ct] [History Detectives [tt] [Crossroads 


Paparazzi Alma Gemela 


Pelicula: “jPura Vida!” (1956) Antonio Espino. 


Alma Gemela Night Show 


News-Lehrer Business 


Carreras, Domingo, Pavarotti in Concert O [tt 


Andrea Bocelli: A Night in Tuscany Chris Botti 


Fresh Pr. |My Wife |My Wife |Jim Law Order: Cl 


News Jim Married... |Reno 911! 


Still Stnd [Still Stnd [70s Show 


TMZ (N) A |Cops [ee 


Cops [tt] 


Seinfeld A [70s Show |Frasier O |Frasier O |TMZ [tt 


Family Guy [Seinfeld A [Two Men [Raymond 


House “Mob Rules” A 


K-Ville N) A Œ News (N) A i Two Men 


Lopez Simpsons Simpsons |TwoMen |Chris 


Aliens 


Girlfriends |The Game |Family Guy |Family Guy | Two Men 


BES RBR eee eSIN 


The Insider |Entertain [Still Stnd 


E CHANNELS 
Cold Case Files [tt CSI: 


Still Stad {Raymond 


jami O t 


Raymond 


ntervention “Ryan” 


Frasier Q [Frasier Q |The Insider {Entertain [Blind Date 


Intervention “Sylvia” The First 48 [tt] First 48 


(5:00) Movie: “Raising Helen” [tt] 


Movie: * *% “Speechless” (1994) Premiere. 


“Fast Times at Ridgemont High” “Mr. Mom” 


“Shrimp-Barbie” Scrubs  |Scrubs A Daily Show 


Colbert 


Chappelle {South Park {Scrubs O {Scrubs A [Daily Show 


How-Made |How-Made |Survivorman [tt 


Walking With Cavemen 


Walking With Cavemen |Man vs. Wild Panama. —_ {Dirty Jobs 


Suite Life {Suite Life {Montana Suite Life 


Movie: x x x “The Santa Clause” (1994) ‘PG’ 


So Raven [Life Derek |Suite Life 


(5:30) NFL Football Miami Dolphins at Pittsburgh Steelers. 


SportsCenter (Live) [tt] 


NFL Primetime (N) [tt]  [SportsCtr. 


8 Rules 8 Rules Movie: * x “A Mom for Christmas” 


1990) 


Movie: “The Sons of Mistletoe” (2001) [tt] 700 Club 


Final Score |Top 50 Shark Byte 


BA Basketball Phoenix Suns at Golden State Warriors. (Live) 


Final Score |Final Score |PRIDE 


Reba [tt] [Reba [tt] [Reba [tt] {Reba [tt] [Reba [tt] 


Reba [tt 


Movie: * x): “Beauty Shop” (2005) [tt Will-Grace 


Drake Drake Zoey 101 |Schoo TEENick 


Drake 


Full House |Home Imp. |Lopez Lopez Fresh Pr. 


Movie: x x “Unbreakable” (2000) [tt] 


Movie: * x “Black Jack” (1996) Premiere. 


Twilight Z. [Twilight Z. |The X-Files 


Friends A [Raymond [Raymond [Raymond [Friends A 


Friends O 


Family Guy |Family Guy |Family Guy |Family Guy |Sex & City 


CSI: Crime Scn CSI: Crime Scn 


CSI: Crime Scn 


CSI: Crime Scn : Crime Scene Cs 


Law & Order [tt] (DVS) [Law & Order [tt] (DVS) 


The Closer [tt] 


(tt) 


The Closer [tt Closer [tt] Cold Case 


Law & Order: SVU Law Order: C 


Law & Order: SVU 


WWE Monday Night Raw N [ee Law SVU 


Funniest Home Videos _|WGN News at Nine (N) 
IUM CHANNELS 
(5:30) X x “You, Me and Dupree” |To Die in Jerusalem O [i] 


Scrubs A 


Scrubs 1 


Corner Gas |Becker Q |Funniest Home Videos [Wilkos 


Movie: * * x) “The Departed” (2006) O ‘R’ [tt) 


(:05) Movie: * x x» “Lethal Weapon 2” ‘R’ 


Movie: * x “Snakes on a Plane” (2006) ‘R’ 


5 


“Leatherface: Chainsaw 


“Bad 


Movie: * x “The Lost City” (2005) Andy Garcia. ‘R’ 


Brotherhood [tt] Dexter (iTV) Q [tt] 


with more money than we have ever seen. He 
is very generous with gifts at Christmas and we 
appreciate this. 

I have three sisters. We are all married, 
except one who is divorced, and we all have 
great children. My divorced sister chooses to 
work only part time, and my mother and step- 
father take care of her and her kids. They pur- 
chased a house and car for her. They even pay 
her grown son’s rent and have given cars to her 
other kids. 

Annie, the other grandchildren are wonder- 
ing what they have done wrong. We told our 
parents their biased generosity isn’t fair to the 
rest of us. At the moment, we are not talking. 
What should we tell our teenage kids? -- Left 
Out in Ohio 

Dear Ohio: It’s not wise for parents to favor 
one child (or grandchild) over the others. It 
creates the sense that you are less loved. But 
it’s your parents’ money and they don’t owe 
any of you a car, a house or rent payments. 
They are overly generous with your sister 
because they think she needs it more. Your kids 
are old enough to understand that their grand- 


Get HealthSmart. 


parents are compensating their cousins for 
coming from a broken home. It’s wronghead- 
ed, but not speaking to them won’t make things 
better. 

Dear Annie: There is a simple solution for 
“Worried in Connecticut,” who is embarrassed 
when caught in public talking to himself. He 
should get a cell phone with an ear bud. It 
doesn’t matter if no one is on the line with him. 

We’ve become so obsessed with staying in 
contact that people walk down the aisles of 
grocery stores giving a play-by-play. One time, 
a woman at the meat counter was discussing 
her hysterectomy, and then there was the guy at 
the freezer case talking about his son’s delin- 
quency issues. Ever been behind a person gos- 
siping about someone you know? That’s a real 
treat. 

So “Worried” needn’t be. As long as he 
looks plugged in, hell be deemed normal. -- 
Trying To Get Away From It in California 

Dear Trying: A great idea for solving the 
problem of embarrassment, but we hope he 
will see his doctor just in case there are other 
problems as well. 


From advice on fighting the common cold 
to the latest medicines, Dr. Tedd Mitchell 
will keep you HealthSmart every week 


in USA WEEKEND. 
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11-21,26,12-3/07 

NOTICE OF PETITION TO ADMINISTER 
ESTATE 
CASE NO.: SCUK CVPB ’07 25125 

To all heirs, beneficiaries, creditors, contin- 
gent creditors, and persons who may other- 
wise be interested in the will or estate, or 
both, of: LYNDA MARIE SUTHERLAND, al- 
so known as LYNDA M. SUTHERLAND and 
LYNDA SUTHERLAND 
A PETITION FOR PROBATE has been filed 
by: JAMES A. MIGLORE in the Superior 
Court of California, County of Mendocino. 
THE PETITION FOR PROBATE requests 
that: JAMES A. MIGLORE be appointed as 
personal representative to administer the es- 
tate of the decedent. 
THE PETITION requests authority to adminis- 
ter the estate under the Independent Adminis- 
tration of Estates Act. (This authority will allow 
the personal representative to take many ac- 
tions without obtaining court approval. Before 
taking certain very important actions, howev- 
er, the personal representative will be re- 
quired to give notice to interested persons un- 
less they have waived notice or consented to 
the proposed action). The independent ad- 
ministration authority will be granted unless 
an interested person files an objection to the 
petition and shows good cause why the court 
should not grant the authority. 
A HEARING on the petition will be held on 
12/14/2007 at 9:30 a.m. in Dept.: E, located 
at: SUPERIOR COURT OF CALIFORNIA, 
COUNTY OF MENDOCINO, 100 N. State 
Street, Ukiah, CA 95482 
IF YOU OBJECT to the granting of the peti- 
tion, you should appear at the hearing and 
state your objections or file written objections 
with the court before the hearing. Your ap- 
pearance may be in person or by your attor- 
ney. 
IF YOU ARE A CREDITOR or a contingent 
creditor of the deceased, you must file your 
claim with the court and mail a copy to the 
personal representative appointed by the 
court within four months from the date of first 
issuance of letters as provided in section 
9100 of the California Probate Code. The 
time for filing claims will not expire before four 
months from the hearing date noticed above. 
YOU MAY EXAMINE the file kept by the 
court. If you are a person interested in the es- 
tate, you may file with the court a Request for 
Special Notice (form DE-154) of the filing of 
an inventory and appraisal of estate assets or 
of any petition or account as provided in Pro- 
bate Code section 1250. A Request for Spe- 
cial Notice form is available from the court 
clerk. 
ATTORNEY FOR PETITIONER: 
Stephen F. Johnson 
P.O. Box 419 
Ukiah, CA 95482 
707-468-9151 


868-07 

11-26,12-1,6,11/07 

ORDER TO SHOW CAUSE 
FOR CHANGE OF NAME 
Case No. SCUK CVPT ‘07 50382 

SUPERIOR COURT OF CALIFORNIA, 
COUNTY OF MENDOCINO, Court House, 
Ukiah, CA 95482 
IN THE MATTER OF THE APPLICATION 
OF: Julia Cutler and Seth Nunez on behalf 
of Alani Cutler 
THE COURT FINDS that Petitioner(s) Julia 
Cutler and Seth Nunez has/have filed a Peti- 
tion for Change of Applicant(s} name FROM 
Alani Debria Cutler 
TO Lainey Marie Nunez 
THE COURT ORDERS All people interested 
in this matter appear before this court to show 
cause why this application for change of 
name should not be granted on: 
HEARING DATE: December 21, 2007 at 
9:30 a.m. in Dept E, located at Court House, 
100 N. State Street, Ukiah, California 95482 
Dated: Nov. 16, 2007 
/s/Richard J. Henderson 
RICHARD J. HENDERSON 
Judge of the Superior Court 
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ADOPTIONS & 
FOSTER CARE 
TLC Child & Family 
Services seeks families. 
Reimbursement, training 
& professional support 
provided. 463-1100 


#236800809 


LOST & 
FOUND 


FOUND 11/18 Neu- 
tered Boxer/Pit mix, 
very friendly. Ryan 
Creek, Willits 
459-3781 


E BS 


I am a big male black 
and white cat who 
was out for a stroll 
11/21 on the 300 
block of Pine St. | 
made a poor deci- 
sion. | stepped into a 
trap set for a wild cat 
and pop went the 
door. Now | am at the 
Ukiah shelter. Help 
there are so many 
lost cats here! Call 
Sage at 467-6453 or 
come to the shelter at 
298 Plant Rd. 


e 

On this holiday | am 
thankful even though 
| have a broken leg. | 
was found by a kind 
person behind Mar- 
io's on N. State St. 
on 11/20 and now | 
am safe at the Ukiah 
Shelter. | am Tree 
Walking Coonhound. 
Please call Sage at 
467-6453 if | am 
yours, she will help 
you get me home. 


Who knows how | got 
tied to the gate at the 
Humane Society in 
Redwood Valley, but 
there | was found on 
11/21. Now | will 
spend the holiday in 
the shelter. | look like 
some dog bit me all 
over. | am a black pit 
mix. Am | your dog? 
Please call Sage so | 
can go home. 467- 
6453 


120 HELP 
WANTED 
PT JANITOR in Wil- 
lits, some flexibility in 
schedule call Pat Say 
707-476-8874 


Accounting Assist. 
Materials - F/T 

at Hillside Health Ctr. 

$10-$15 DOE+ben. 

pkg. Fax: 468-0793 


skenney@mchcinc.org 
www.mchcinc.org 


“Work for Us” 


The Ukiah 


DAILY JOURNAL 


Alcohol/Drug Youth 
Worker. Willits. On 
campus prevention 
education, activities. 
Middle/high school 

students. Job de- 
scription/application 
MCYP 463-4915 
32 hrs. wk. 
Excellent benefits. 


Attention Pet Lovers! 
Nutro Products is 
now hiring dependa- 
ble, outgoing, dem- 
onstrators to promote 
our cat & dog food in 
local pet retailers. 
Wknds. $12/hr. 
1-866-485-4798 
Apply online at 


www.nutroproducts. 
com/demo.html 


Customer Service 
Representatives 
Savings Bank of 

Mendocino County is 

seeking qualified ap- 

plicants for Custom- 
er Service Rep’s. 

F/T positions open 

at three branches 

in Ukiah. 

Must be able to work 
at any branch loca- 
tion and be available 
to work Saturdays. If 
you have cash-han- 
dling exp. and excel- 
lent customer serv- 

ice skills, apply in 

person at Savings 

Bank of Mendocino 

County, 200 N. 

School Street, Ukiah 

by Monday, Dec. 3, 
2007 at 4:00 p.m. 
Must pass Teller 

Test. EOE/AA 
m/f/v/d 


Banking 
Savings Bank of 

Mendocino County 

is seeking qualified 

applicants for a P/T 

Customer Service 
Rep. position. 

A morning drive-up 
position is 
available. 

(Mon-Thurs: 8:00-12:30 

& Fri: 8:00-1:30). 

If you have cash- 
handling exp. & 
excellent customer 
service skills, apply 
in person at Savings 
Bank of Mendocino 
County, 200 N. 
School Street, Ukiah 
by Monday, Decem- 
ber 3, 2007 at 4:00 
p.m. Must pass Tell- 
er Test. EOE/AA 
m/f/v/d 


BEST WESTERN 
Orchard Inn seeking 
for Front Desk Audi- 

tor FT/PT. Apply in 

person 462-1514 

Campus Aide 
Supervise students in 
successful charter 
schools. Part-time, 
mid-day. Apply at 

1059 N. State St. 

Instructional Aide 
Work with students at 
two successful 
schools. Part-time. 

Apply at 1059 N. 

State St. or at 


www.edjoin.org for 
Redwood Academy. 


Hunting for something in particular? Turn 
to The Ukiah Daily Journal Classifieds 
and discover a harvest of useful 
items. From new and used 
vehicles to well-preserved 
electronics and clothing, we 
have the listings. 
Remember, if you’re looking 
to unload things that just 
keep getting in the way, 
it’s easy to place an ad 
in the The Ukiah Daily 
Journal Classifieds. 


CASEWORKE 
NICE OFFICE 
Native American 
Cash Assistance Pro- 
gram in Lake County. 
Exper. working 
w/Tribal people help- 
ful. Clean DMV, drug 
testing, background 
check F/T salary 
$30K w/benefits. Go 
to www.cttp.net for 
application & job de- 
scription. Contact 
Colleen Pete at 707- 
262-4404  w/ques- 
tions. Fax to 707- 
274-4233 resume & 
application. Indian 
hiring preference ap- 

plies. 


Chemist - 2 Pos. 
Avail. Long establish- 
ed environmental lab. 
Low employee turn- 
over. Prefer. exp. in 
GC or GCMS and 
BS/BA in chemistry. 
Will train the right en- 
try level person. 
Good salary, 401K, 
benefits. Work and 
live in beautiful 
Ukiah. Send resume 
to Rob. rphillips® 
alpha-labs.com___or 
mail to: 208 Mason 
St. Ukiah, CA 95482 


Cloverdale Unified 
School District 
is accepting 
applications for 
Maintenance 
Worker 
10:00 a.m. - 6:30 p.m., 
Tuesday - Saturday 
Substitute 
Bus Driver 
(Paid Training) 
Please contact: 
894-1920 x14 


Companion/Driver 
for 26 y/o male. Head 
injury. Varied hrs. 
Own car. 463-2587 


Criminal Defense 
Attorney: Local 
criminal defense firm 
seeks associate 10- 
20hrs/wk for appear- 
ances, client consul- 
tations, etc. Existing 
office a plus. Fax 
resume to 707- 
571-5521 


DIESEL MECHANIC 
EXP. Clean DMV, 
good pay & benefits. 
462-7393 


DIESEL MECHANIC 
needed for Ukiah 
area. Full time with 
paid med, dental, vi- 
sion for employee 
and family. Vacation 
and sick pay. Knowl- 
edge of hydraulics a 
plus. Please send re- 
sume to SWS PO 
Box 60, Ukiah, CA 
attn: Bruce 


On-line Sales 


Position for high- 
traffic web site. 
This is for an 
independent 


commissioned only 
contractor. Ukiah 
area, email only: 
udjpublisher 
@pacific.net 


Call today to start 
your subscription or 


to place an ad. 


Direct Care Work 
No Experience 
Needed!! 
Morning, evening, 
graveyard. Drug test 
required, no test for 
cannabis, good DMV. 
Personal care, cook- 
ing, cleaning, driving 
and providing living 
skills training to 
adults with develop- 
mental disabilities. 
Three 6 bed group 
homes, established 
in 1988. Call for inter- 
view 485-5168, 485- 

0165, 468-0602. 


HIRING 
BONUS 


Golden State 
Overnight 
F/T & P/T 
with insured, 
dependable van or 
pickup with shell. 
Early am route in 
Mendo. & Lake Co. 
Benefits avail. 
Contact Steven 
Koller 866-779-7726 
or skoller@gso.com 


Front Desk Position 
Full or P/T. Resort 
environment. Fax 
resume 462-9516. 

Health Ctr. Manager 

Mendo. Community 
Health Clinic, Inc. 

(MCHC) seeks exp. 

professional to man- 

age daily operations 
of the Little Lake 
Health Ctr in Willits. 
Must be strong team 
leader w/5 yrs + 
management. exp; 
RN/LVN lic. a plus, 
but not req. Compet- 
itive compensation/ 
benefits pkg. Email 
skenney@mchcinc.org 
Fax 707-468-0793 
www.mchcinc.org 


HILLSIDE HEALTH 
CENTER 
F/T licensed LVN 
Care Manager 
LITTLE LAKE 
HEALTH CENTER 
F/T licensed LVN or 
Certified Medical 
Assistant. 
Competitive salary 
DOE great benefits! 
Fax: 468-0793 
skenney@mchcinc.org 
www.mcehcinc.org 
JANITOR/LAUNDRY 
WORKER 
Responsible for pro- 
viding Janitorial/ 
Laundry services at 
the Residential Treat- 
ment Campus. Excel- 
lent benefits including 
medical, dental, vi- 
sion, & tuition reim- 
bursement. Must 
pass pre-employment 
physical, drug test 
and background 
check. 
APPLY AT 
915 W. Church St., 
Ukiah or fax resume 
to 877-382-7617 
www.trinityys.org 
EOE 


Maintenance 
JOURNEY LEVEL 
BOTTLING LINE 
MECHANIC 
Korbel Champagne 
Cellars is seeking 
team player with min. 
2-3 yrs. bottling 
line/packaging exp. in 
installation, repair, 

troubleshooting, 
p.m’s & change- 
overs. Korbel offers 
an excellent benefits 
pkg. including 401(k). 
Send resume or fill 
out application: F. 
Korbel & Bros., Inc., 
13250 River Rd., 
Guerneville, CA 
95446 Attn: HR, fax 
to (707)824-7381 or 
email us at 


hr@korbel.com 


Medical Assist. F/T. 
MA Cert. req. for 
MCHC Hillside 
Health Center 
OB exp. Bilingual 
a+. $12-$17 DOE + 
great ben. pkg. 
Fax: 468-0793 
skenney@mchc.org 
www.mcehcinc.org 
Nail-tech with 
Clientele preferred. 
M/T/WIF. 
462-3637 


Office Manager: 
Ceago Vinegarden 
$14/hr F/T. Fax 
resume to 707- 
274-9736 or email 
resume to 


ceago@ceago.com 


Part time LVN 
Tired of high case 
loads? Provide sup- 
port to 6 adults with 
Devel. Disabilities in 
their home and su- 

pervise staff. 
Office 485-5168 
Cell 489-0022 


Patient Services 
Representative 
Hillside Health Ctr. 
seeks exp. reception- 
ist. Bilingual pref. 
Competitive sal. + 
great benefits. 
Fax: 468-0793 


skenney@mchcinc.org 
www.mcehcinc.org 


People to work with 


developmentally 
disabled adults one 
on one in their own 
home. All Shifts 
available. Call 
Cindy 468-9331 


PET CARE TECH 


Incl. wknds & holidys. 
Apply in person only. 
Blue Ribbon Pets 
5290 N. State St. 
Ukiah 


PHOTOGRAPHER 


The Ukiah 
Daily Journal 
is seeking a part-time 
photographer. 
This is a good job for 
someone who is 
looking to get pub- 
lished and hone their 
photography skills. 
Applicants must have 
their own gear. 
Knowledge of Photo- 
shop is a plus. To ap- 
ply, submit a resume 
and portfolio (either 
hardcopy or CD) to 
the front desk at 
590 S. School Street, 
attention: 
Chief Photographer. 


PROGRAM 
SECRETARY 


P/T 6 hrs/day, 5 
days/wk, 11 mos/yr. 
$13.72-$17.51/hr 
45wpm-2 yrs 
clerical or secreta- 


rial exp. Visit 
www.mcoe.us/jobs 
call 467-5012 or 
email hr@mcoe.us 
Mendocino County 
Office of Education 
DEADLINE: 
11/27/07 


Project Director 
30%/Social Work 
Case Mngr, 70% for 
HIV/AIDS prgrm in 
Lake & Mendo. Co's. 
Admin, supervisory, 
case management 
duties. MSW or relat- 
ed degree. HIV exp. 
pref. Starts Jan. 08. 
Resume, cover letter 
Community Care 
HIV/AIDS Program, 
301 S. State St., Ukiah: 
468-9347 EOE. 


Red Fox Casino 
NOW HIRING 


e 2 Floor Managers 
e Exp. promotions 
& marketing 
person. 
Friendly attitude 
helpful. Willing to 
train. 984-6800 
or come in for 
application. 
200 Cahto Dr. 
Laytonville 
00000000 
Now offering 
employee 
insurance after 
90 days. 


Redwood Towing 
Service & Repair. 
Auto Technician/CA 
Smog Brake and 
Lamp certified. TOP 
PAY, BENEFITS, 
FLEXIBLE HOURS. 
707-923-3440 


~ Reg. Dental Asst. — 


Friendly, organized, 
energetic person to 
assist dental staff/ 
patients in Laytonville 
ofc. RDA license req. 
Extended function 
duties compensated. 
4 days/wk, full bene- 
fits. Contact Anne 
Gary, @ 984-6137 
x 146 or visit 


www.longvalley.org 
for appl. EOE 


Security Guard/ 


Events Staff 
$7.50 hr. DOE 
463-1733 


Seeking exp’d 


Servers/Cooks. Sal 
DOE. Apply at Crush- 
ed Grape 13500 
Hwy 101, Hopland 
STATE 
PRESCHOOL 
TEACHER 
PT - 4 hrs/day, 

5 dys/wk, 10 mo/yr. 
$13.72-$17.51/hr 
Mendocino County 


Office of Education 
View 
www.mcoe.us/jobs 
Call 467-5012 or 
email hr@mcoe.us 
Deadline to apply: 
November 30, 2007 


SERVER 
Days, nights, week- 
ends. Apply in perosn 
Club Calpella 
6175 .N. State St. 


SENIOR 
ACCOUNTANT 
City of Willits 
$44,213-$53,741 
Annually 
Excellent benefit 
package. This is the 
senior level account- 
ing position reporting 
to the Finance Direc- 
tor and may include 
limited training duties 
with entry level de- 
partment staff. Candi- 
dates must have 
completed at least six 
semester hours of 
college level intro- 
ductory accounting 
coursework. An AA 
degree in 
business/accounting 
is desirable with at 
least two years of 
professional account- 
ing or auditing experi- 
ence, preferably in 
governmental/non- 
profit environment. 
EOE. Contact Human 
Resources Depart- 
ment at (707) 459- 
7120 or go to 
willitscity.;com. Apply 
by 5:00 P.M. on 
Friday, December 7, 
2007. 


SERVICE STATION 


Attendant/Cashier - 
PT PU application at 
8551 East Rd. R.V. 


Sherwood Oaks 


Long Term Care 
Facility is currently 
hiring for: 

*CNA 
*RN/LVN Charge 
nurse 
Call Nancy English at 
(707) 964-6333 


Therapeutic 
Residential 
Counselor: 1 FT 
Graveyard, 1 PT & 
On-call. 1yr exp req'd 
for graveyard pos. 
working with at-risk 
youth in Mendocino 
County. $10-$14 
DOE. Excellent bene- 
fits supportive work- 
ing environment. Mail 
resume to: HR P.O. 
Box 422 Ukiah Ca 
95482 or Fax: 
(707)462-6994. 
Specify Job#11-TRC 
on cover letter or re- 
sume. Must pass fin- 
gerprint background, 
physical & TB before 
hire. Facility# 
236802089. 


TLC Child & 
Family Services 
seeks 2 additional 
homes for Shelter 
Care program 
Applicants need to 
have at least 1 spare 
bdrm to house a child 
for up to 30 days. 
Guaranteed monthly 
allotment. Generous 
increase upon place- 
ment. Income tax-ex- 


empt. Exp. with chil- 
dren req. Parents will 
receive training, + So- 
cial Worker, in-home 
support & respite. 


Need 1 or 2-parent 
homes, with 1 parent 
home full time. Home 
with no more than 1 

biological child consid- 

ered. Retirees invited 

to apply. Contact TLC 
707-463-1100 
Lic#236800809 


y 
590 S. School St. 
has a F/T opening 
for District Manager 
Must have clean 
DMV. Apply in 
person - Circulation 
Department. 


Ukiah residential 
childrens facility 
is looking for caring, 
responsible individ- 
uals to come join our 
team. Some exp. pre- 
ferred but not neces- 
sary. Will provide on 
the job training. Start- 
ing sal. $12.12 hr. 
403B, great benefits 
& vacation package. 
Fax resume to 
463-6957 


Youth Worker in 


Willits. Teen crisis 
counseling, school 
based activities. 
Work closely with 
schools and co-work- 
ers. 35 hrs/wk. Bene- 
fited. Job description/ 
applicaiton: 


MCYP, 463-4915 


BUSINESS 
RENTALS 


25 


A quiet offc. dwntn. 


359 N. Oak, waiting 
rm., bus. ctr., kit., 
$400 incl util. 463-1081 


Mountanos Properties 
Commercial Rentals 
707-462-1840 x 195 


SUITE OF OFFICES 
4 offices + conf., 
A jewel in our crown. 
$2040 incl. utils. 
OTHER OFFICES 


340sf.$360mo.+dep 
390sf.$425mo.+dep 
Util & janitorial incl. 
Very nice 
location, 468-5426 


Preschool & more - 
Available 
immediately! 
500 to 1250 sq. ft 
office, pre- school or 
clssrm space, from 
$1.25 a sq ft. Prior 
uses: lic’d childcare, 
clssrms, after schl 
prgrm & NPO office 
space. Ukiah United 
Methodist Church 
462-3360, 489-4607. 
30 APARTMENTS 

UNFURNISHED 


LEE KRAEMER 
PROPERTY MGMT 
Spacious 1bdiba. 

$750. 

POOL, LAUNDRY, 

CARPORTS 
No Section 8. 
463-2134 


Mountanos Properties 


Residential Rentals 
707-462-1840 x 195 


PARK PLACE 
1 bd. $750, 2 bdr. 
$860 TH $1050. 
Pool/garg. 462-5009 


SPACIOUS 
2bd1ba. w/ 
washer/dryer No 
pets, water, garbage 
paid. 462-8600 


Spacious 2bd. Pool. 
H20, trash pd. $825. 
Also 1bd. $700. Ht. 
AC Pd. N/P. 462-6075 
Se habla espanol. 


UKIAH WESTSIDE 
Lg. vintage 2bd/1ba. 
Cute/clean/safe + 
AC. Exc. area. $875+ 
dep. N/S/P. 621-1936 


33 HOMES 


FOR RENT 


$775/mo! Buy a 4 bd 
homes!! 5%dn, 
20yrs at 8% apr! 
For listings 
800-749-7901 xS622 


2BD1BA. 
$800 mo.+ dep. 
N/S. 
391-3610 


3bdrm 1bth, office & 
den. Avail 12-1. No 
S/D. $1650/mo. 
293-4262 


4BD/2BA, dbl ga- 
rage, yard, westside 
$1650/mo avail 12/1 


459-4757 


WANTED TO 
SHARE RENT 
Large room in large 
house. $490 + $490 
dep. 
util incl. 718-2110 


440 FURNITURE 


SOFA 7'4” long, 
cream & green wide 
stripe, very good 
cond., $100. Cash 
only. 463-0102. 


45 WANTED 
TO BUY 
We recycle & pay 


for brass, stainless, 
alum., radiators. TODAY 
batteries $3 & up.Shiny 
copper wire $2lb 
Clean lead 40¢ Ib. 
707-467-1959 


460 APPLIANCES 


USED 
APPLIANCES 
& FURNITURE. 
Guaranteed. 485-1216 


470 ANTIQUES 


VINTAGE ANTIQUE 
Franciscan Desert 
Rose Dinnerware 
Hand Decorated, 
round Franciscan 
logo on back of 
plane, Made in CA 
circa 1940-47. Over 
140 pcs. from Estate 
sale. Excellent condi- 


tion. Sacrifice @ 
$600 or BO. Call 
463-3947 
48 MISC. 
FOR SALE 
$$CASH$$ 


Immediate Cash for 
Structured Settlements, 
Annuities, Lawsuits, 
Inheritances, Mortgage 
Notes & Cash Flows. 
J.G. Wentworth #1 
1-800-794-7310 


4 solid oak beveled 
mirrors. 4 sizes. 
Perfect cond.$400/bo 
for all.463-1779 


FREE PAINT 
Recycled latex, 5 gal. 
buckets, white, tan, 
brown, gray. Tues- 
days only, 8am to 
2pm, 298 Plant Rd., 
Ukiah (behind animal 
shelter). 

500 PETS & 

SUPPLIES 
Decker terrier pups. 
Tri-colored ready to 
go. 1st shots done 
. $100. 6weeks old. 
743-2317 


Lost Female Solid 
Red Dachshund 
from the 4800 
block of N. State. 


Disappeared on 10- 
28-07 REWARD 
972-2566 


FREE GARAGE 
SALE SIGNS. 
Realty World Selzer 
Realty. 350 E. Gobbi 


610 REC VEH 

CAMPING 
Southwind Motor- 
Home ‘84.Onboard 


generator. 33K mi. 
$8500 obo. 272-6367 


65 aX’ 


FOR SALE 


Chevy Tahoe Blazer 
“94. Runs great, 
looks great, $3000. 
467-1959 


FORD 
EXPLORER 
‘88 
4X4, AT, 


$2600 


459-0547 


6 VANS 
FOR SALE 
Pontiac ‘93 Transport 
Van. 7 pass. Orig. 
owner. Excel. cond In 
& Out. Lea. seats. 


$4200. 485-7199 


6 CARS 
FOR SALE 
CARS FROM $500! 
Police Impounds! 
For listings. 
800-749-4260xC241 


Chrysler LaBaron 

‘88, 4cyl, gd cond., 

new battery & tires. 
$4500 obo. 462-5139 


Geo ‘96 
5 spd. 
Needs work. 
$800. 
459-0547 


Honda Accord ‘83 
Needs trans. 
$150 obo 
743-1909 


HONDA CIVIC 1999 
LX EXCELLENT 
CON. SMOGED. 

70,000K $6,000.00 

PAUL (707)485-5124 

Nissan ‘90 300 ZX 
twin turbo eng., 5 
spd., T-top. $2000/ 
bo. 263-9178 msg. 

Volvo Stationwagon 

940. 1993 
270K mi. runs great. 
$3000. 743-1297 


72 MOBILES 


FOR SALE 


FREE STEAK 
DINNER 
If you find better 
financing our 
home/your land. 
LUV Homes Santa 
Rosa. 707-588-2725 


LOW TO NO DOWN! 
Owner financing! 
Land/home options. 
30-yr. fixed. No cost 
construction loan. 
LUV HOMES 
707-588-2725 


710 REAL ESTATE 


2 Homes for Sale. 
Distress Sale. Vichy 
Springs Area.. +/- 
3000sqft new homes. 
4 bed/2.5 bath. Call 
@707.480.5883 Iv 
mess. 


3bd2ba Foreclosure 
only $176K! 

For listings 
800-749-7901 x R397 
I'm still doing loans, 
purchasing & refin. 

Rates below under 6% 

Larry Wright 


Golden Bear Mortgage 
707-239-8080 
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463-3535 
or 
1686-3536 
or 


AGS-35329 
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CUSTOM CABINETS 


From design and construction to installation 
we specialize in: 


* Kitchens » Baths • Bookcases 
* Entertainment Centers + Mantles 
* Wet Bars « Wine Cellars 
* Commercial Casework 
* and More! 


$| FREE estimates! 
(707-391-7967 


License# 766588 


TERMITE BUSINESS 


From Covelo to 
Gualala the most 
trusted name in the 
Termite Business! 


Call for 
appointment 


a 
{ 3 icense #OPR9138 D 


¥ Residential } 
¥ Commercial } 


40 years experience g f} | 
Fast, friendly service |< 
Free estimates § 


Senior discounts 


CONSTRUCTION 


#460812 
Days 489-8441 


Eves. 485-0731 
i E a = a 


CLEANING 


AIl Star 
Cleaning 
y% Service 


COMMERCIAL AND 
RESIDENTIAL CLEANING 
Specializing in 
e Move in/out 
e Post Construction 
e Extensive cleaning projects 
e Windows 


707-463-1657 
707-391-9618 


T T 
T T 
T T 
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CE DIRECTORT 


CONSTRUCTION 
Foundation to finish 


Homes « Additions 
e Kitchens « Decks 
Lic. #580504 
707.485.8954 
707.367.4040 cell 


MASSAGE THERAPY 
Redwood Valley 


Massage 


Oolah Boudreau-Taylor 
Thorough & Sensitive 
Deep Tissue & Sports Massage 
My work is to ret ties you pain, 

l (0) 


improve your abi o your 
work, and tliow an play farder 


and sleep better. 


By appointment 8am to 6:30pm, M-F 


435-1881 
TREE TRIMMING 


FRANCISCO’S 
Tree & Garden 


Service 


Yard Work 
Dump Runs 
Tree Trimming 


Insured 
467-3901 


HANDYMAN 
Noe’s Handyman 


Lic. #82955 
e Concrete Gx 
e Tile OW) 
e Painting 
e Drywall 
e Door/Window Installation 
e And much more! 
Free Estimates 
(951) 907-6822 
(707) 272-5792 


MASSAGE 


Medicine 
Energy 


Massage 


Mr. Terry Kulbeck 
564 $. Dora St., Ukiah 


National Certified (ABMP) 
1 hr. $40 ° 1 and a half hour $60 
DON’T WAIT FOR PAIN. 
Frequent massage helps 
to keep you healthy 
Many Bodywork Options 
Relax Your Stress away 
You Deserve It. 


Gift Certificates Available. 
Treat yourself Today 
(707) 391-8440 


GUTTERS 
SEAMLESS GUTTERS 


HEATING - COOLING 


Fascia Ogee 
Gutter Gutter 
51/2» 4” 


Aluminum ° Copper ° Steel 
Limited Lifetime Warranty** 


FREE ESTIMATES 


Call the professionals 


462-2468 
TREE SERVICE 


Oakie Tree 


Service 
“We go out ova limb for you” 


“To original owner. 


CCL# 800665 


Full Service Tree Care 
Licensed - Insured 


707-456-9355 
HOME REPAIRS 


Carpentry - Painting - Plumbing 
Electric Work - Tile Work 
Pavers & Cement Work 


NOW OFFERING 
e Landscaping/Yard Work 
e Lawn Maintenance 
e Sprinkler Valve 
Residential 
Commercial 
Lic # 6178 e Insured 


(707) 972-8633 


LANDSCAPING 


CREEKSIDE 
LANDSCAPE 


License #624806 C27 
RESIDENTIAL 
COMMERCIAL 


Complete Landscape Installation 
* Concrete & Masonry ¢ Retaining Walls 
* Irrigation & Drip Sprinklers 
* Drainage Systems ° Consulting & Design 
* Bobcat Grading ° Tractor Service 


Joe Morales 
(707) 744-1912 
(707) 318-4480 cell 


REFINISHING 


Furniture and Antique 
Repair & Refinishing 
30+ years experience 
LAQUER FINISHES 
& MORE 


Dining Tables ° Chairs 
Dressers ¢ Coffee Tables 
Entertainment Cabinets 

FREE ESTIMATES 

Workshop in Redwood Valley 


Allen Strong 
707-485-0802 


DUMP RUNS 


p 

e Tractor work 
e Hauling 
e Clean up 
e Painting i 
e Fences JA 
e Decks “Ga 


468-0853 
391-5052 cell 


COUNTERTOPS 
NORTHERN 


COU 
SOLID SURFACE & 
LAMINATE COUNTERTOPS 


2485 N. State St. e Ukiah 


707.467.3969 
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HANDYMAN 


Escobar Services 
All types of home repair, 
remodeling, construction, 
window & door repair, 
carpentry & tile 
Can fix almost anything. 
Serving Ukiah, 
Redwood Valley, 
Calpella & 
Willits. | 
Work L 7 
Guaranteed N a 


(707) 485-0810 


Non-licensed contractor 


r A AS `y 
y fe J 
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HOME REPAIR 
CalMend 


Home Repair 
° Electrical 
Ceiling fans, wall outlets, wall 
heaters (gas & electric), 
Dryer hookups 
e Carpentry 
¢ Plumbing 
° Satisfaction Guaranteed 


Irv Manasse 
Bn 707-456-9055 


cane 707-337-8622 cell 
Lic # 884022 


NEW HOMES 


North Coast Home 
Investments Inc. 


The Modular Advantages 
Over Site Built and 
Manufactured Homes: 


EA e Cost 


BUILDING 
SETERPRISEE 


A a 
CALL TO SEE A MODEL HOME 


www.northcoastmodulars.com 


Phone: 707-485-7125 


CA. Lic. #896930 


NOTICE TO READERS 


We do not affirm the status of advertisers. We 
recommend that you check your contractors 
status at www.cslb.ca.gov or call 800-321- 
CSLB(2752) 24/7. 

The Ukiah Daily Journal publishes 
advertisements from companies and 
individuals who have been licensed by the 
State of California and we also publish 
advertisements from unlicensed companies 
and individuals. 

All licensed contractors are required by State 
Law to list their license number in 
advertisements offering their services. The law 
also states contractors performing work of 
improvements totaling $500 or more must be 
licensed by the State of California. 
Advertisements appearing in these columns 
without a licensed number indicate that the 
contractor or individuals are not licensed. 


MODULAR Ee Quality 
e Speed 


Looking for the best coverage of the 
local arts & entertainment scene? 
People? Lifestyles? Sports? Business? 


You'll find it in the 


The Ukiah 


DAILY JOURNAL 


Your ONLY Local 


News Source. 


Call 


468-3533 
to subscribe 
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D. WILLIAM JEWELERS 


andstroms - ee 
ORIGINAL Ae 


BLACK HILLS GOLD 
CREATIONS on, 


One Day Only 


Saturday, December Ist 
10:00 am to 6:00 pm 


Hundreds of Rings, Earrings, Bracelets, 
Æ Xx Pendants, Watchbands in beautiful Ca 


>, ~ 
Eas à 4 


Tn A E ; 
A> ZS eis zy 


Martha and David Bookout, Linzi Andrus 
and Heather Penny, look forward 
to seeing you this Holiday Season! 


$ D. WILLIAM JEWELERS ` 


Cu Pear Tree Center 
Nd ® 508 E. Perkins 636 oe 
462- 4636 T- ; 


N 
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©2007 UNIVERSAL MEDIA SYNDICATE” SPECIAL ADVERTISEMENT FEATURE 


ADVERTISEMENT 


FOR HEAT SURGE, LLC 3939 EVERHARD RD., CANTON OH 44709 


Amish man’s new miracle idea helps 
home heat bills hit rock bottom 


Miracle heaters being given away free with orders for real Amish fireplace mantles to launch the new invention 
that slashes heat bills, but Amish craftsmen under strain of Christmas rush impose household limit of 2 


Saves money: uses less energy than a coffee maker, so leave it on day and night and never be cold again 


By Marx Woops 
Universal Media Syndicate 


(UMS) Everyone hates high heat bills. But 
we're all sick and tired of turning down the 
thermostat and always being cold. 

Well now, brand new HEAT SURGE™ 
miracle heaters are actually being given away 
free to the general public for the next two days 
starting at precisely 8:00 a.m. today. 

The only thing local readers have to do is 
call the National Distribution Hotline before 
the 48 hour deadline with their order for the 
handmade Amish Fireplace Mantles. Everyone 
who does is instantly being awarded the miracle 
heaters absolutely free. 

This is all happening to launch the new HEAT 
SURGE Roll-n-Glow™ Amish Fireplace that 
actually rolls from room to room so you can 
take the heat with you anywhere. That way, 
everyone who gets them first can immediately 
start saving on their heat bills. 

For the first time ever, portable Amish fire- 
places are being delivered directly to the doors 
of all those who beat the deadline. 

These miracle fireplaces have what’s being 
called the ‘Fireless Flame’ technology that gives 
you the peaceful flicker of a real fire but with- 
out any flames, fumes, smells, ashes or mess. 
Everyone is getting them because they require 
no chimney and no vent. You just plug them in. 

The Fireless Flame looks so real it fools 
everybody but it has no real fire. So what’s the 
catch? Well, the soft spoken Amish craftsmen 
who hand make the mantles are imposing a 
strict household limit of 2 during the strain of 
the Christmas rush. 

“We can barely keep up ever since we started 
giving heaters away free. Now that it’s really 
getting cold outside, everyone’s trying to get 
them. Amish craftsmen are working their fin- 
gers to the bone to be sure everyone gets their 
delivery in time for Christmas,” confirms Timo- 
thy Milton, National Shipping Director. 

“These portable Roll-n-Glow Fireplaces are 
the latest home decorating sensation. They 
actually give you a beautifully redecorated 
room while they quickly heat from wall to wall. 
It’s the only way to dress up every room, stay 
really warm and slash your heat bills all at 
the same time,” says Josette Holland, Home 
Makeover Expert to the rich and famous. 

And here’s the best part. Readers who beat 
the 48-hour order deadline are getting their 
imported hi-tech miracle heaters free when 
encased in the real Amish built solid wood fire- 
place mantles. The mantles are being handmade 
in the USA right in the heart of Amish country 
where they are beautifully hand-rubbed, stained 
and varnished. 

You just can’t find custom made Amish man- 
tles like this in the national chain stores. That 
makes the solid oak mantle a real steal for just 
two hundred ninety-eight dollars since the en- 
tire cost of the miracle heater is free. 

This free giveaway is the best way to finish 
all of your holiday shopping, because it’s one of 
the year’s hottest Christmas gifts. The HEAT 
SURGE Roll-n-Glow Fireplace gives you all the 
beauty and warmth of a built-in fireplace but 
it can also save you a ton of money on heating 
bills. 

Even people in California and Florida are 
flocking to get them so they may never have to 
turn on their furnace all winter. And since it 
uses less energy than a coffee maker the poten- 
tial savings are absolutely incredible. 

“We are making sure no one gets left out, 
but you better hurry because entire communi- 
ties of Amish craftsmen are straining to keep 
up with Christmas orders. For now, we have 
to turn away dealers in order to let readers of 
today’s newspaper have two per household just 
as long as they call before the deadline,” con- 
firms Milton. 

It’s a really smart decision to get two right 
now because for only the next 48 hours you get 
both miracle heaters free. That’s like putting 
five hundred bucks right in your pocket and 
you can save even more money on your monthly 
heating bills. 

“Everyone’s calling to get one but those 
who are getting their shopping done are sur- 
prising the whole family by getting two. So 
when lines are busy keep trying or log onto 


AGI 
iis FURN 


cl GENUINE AMISH MANTLES MADE IN THE USA: Amish craftsman are pleased that Heat Surge officials ays so proof of serach of 
the coveted UL Listing for the miracle heater. Now, everyone wants to save money on heat bills this winter, so entire Amish communities are working 
from the crack of dawn to finish. These fine solid wood Amish made fireplace mantles are built to last forever. The solid oak mantle is a real steal at 
just two hundred ninety-eight dollars because all those who beat the order deadline by calling the National Hotline at 1-800-716-2782 to order the 
fireplace mantles are actually getting the imported hi-tech Fireless Flame HEAT SURGE miracle heaters for free. 


amishfireplaces.com. We promise to get to every 
call. Then we can have a delivery truck out to 
your door right away with your beautiful Amish 
made Roll-n-Glow Fireplace,” Milton said. 

“You'll instantly feel bone soothing heat in 
any room. You will never have to be cold again,” 
he said. 


On the worldwide web: www.amishfireplaces.com 


HEAT SURGE™ 


Flame 


How It Works: The HEAT SURGE miracle 
heater is a work of engineering genius from 
the China coast so advanced, you simply plug 
it into any standard wall outlet. It uses less 
energy than it takes to run a coffee maker. 
Yet, it produces an amazing 5,119 BTU’s. 
An on board Powerful hi-tech heat turbine 
silently forces hot air out into the room so 
you feel the bone soothing heat instantly. 
It even has certification of Underwriters 
Laboratories coveted UL listing and comes 
with a full year Money Back Guarantee. 


LISTED 


Hot air 
~ Gomes out 


Hi-tech silent heat 
A turbine takes in 
~ cold air 


How to get 2 free heaters 


The National Toll Free Hotlines are now 
open. All those who beat the 48 hour order 
deadline to cover the Amish made Fireplace 


Mantles and shipping get the HEAT SURGE 


miracle heaters free. 
They have imposed a strict limit of 2 per 
household. Since some home woodworkers 


want to build their own mantle piece, they M- 


are letting people get the imported miracle 
heater alone for just $249. Or, with the Amish 
made mantle you get the miracle heater free. 

Use the map below to locate the weather 
zone you live in and call the Hotline number 
for your zone. 


Frigid Zone: 1 


Claim Code: FP749 


EVERYONE LIVING IN THE 
Frigid Zone: 1 
START CALLING AT 
8:00 A.M. TODAY 
1-800-716-2782 


EVERYONE LIVING IN THE 
START CALLING AT 
8:30 A.M. TODAY 
1-800-504-8089 


E ON THEIR WAY: Christmas orders have turned 
country roads into pipelines to the big city delivery 
system. Everybody wants a fireplace that comes 
fully assembled with a handmade Amish mantle in 
oak or cherry and gets delivered by truck right to 
your door. All you do is plug it in. 


EVERYONE LIVING IN THE 
Frost Zone: 3 
START CALLING AT 
9:00 A.M. TODAY 
1-800-704-6467 


©2007 HEAT SURGE P00380 OFOO1369R-1 


Rolls anywhere to throw an instant heat wave with no chimney, no vents, no wood and no smoke 


ga oh 


Ww 
E SAFE: The Fireless Flame looks so real it fools 
everybody but there is no real fire. That makes it 


safe to the touch. It’s where the kids will play and 
the cat and dog will sleep. 


E FREE: Get this 5249 miracle heater fré: Itis T 
given away free to all who beat the 48 hour order 
deadline for your choice of the oak or cherry Amish 
Mantles. The free heater comes already encased. 


E EASILY ROLLS ANYWHERE: This is the por- 
table Roll-n-Glow™ Fireplace that easily rolls from 
bedroom to living room. No vents, no chimney and 
no tools. Just plug it in. 


= SAVES ON BILLS: Everyone gets low bills 
and stays warm and cozy. Naomi Abrams’ new 
Roll-n-Glow Fireplace saves a ton of money and 
makes her front room look like a million bucks. 
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3-DAY FORECAST 


Intervals of clouds and 
sunshine 


Sunny most of the day 


SUN AND MOON 


Sunrise today ............. 
Sunset tonight 

Moonrise today 
Moonset today 


MOON PHASES 


Last New First Full 


i À go 
int rage eras 
Bs He nd 


Dec.1 Dec.9 Dec. 17 Dec. 23 


ALMANAC 


Ukiah through 2 p.m. Sunday 
Temperature 


Normal high .. 
INOFMAl TOW secciccessccsascineccenvids 

Record high .... . 78 
FRECOMIOW! siescdencieivesence 25 in 1993 
Precipitation 
ZASA PMES 0.00" 
Month to date vy 
Normal month to date . 
Season to date 
Last season to date errs 
Normal season to date ............. 7.35" 


Forecasts and graphics provided by 
AccuWeather, Inc. 2007 


WEATHER 


Laytonville 
59/33 


Fort Bragg 
56/43 


@ 

» Elk Willits 
55/45 61/34 
"s, UKIAH 

: 65/34 


Philo @ 


Boonville 
6239 @ 64/39 


Gualala 
59/46 
@ 


Redwood Valley 
@ 63/37 


Cloverdale 
67/40 


REGIONAL WEATHER 


64/40 


Lakeport 
64/39 


Clearlake 
66/39 


Willows @ 
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CALIFORNIA CITIES 


Today Tue. 
City Hi/Lo/W Hi/Lo/W 
Anaheim 76/48/pc  75/46/s 
Antioch 64/42/s  64/40/pc 
Arroyo Grande 69/42/s_ 68/35/s 
Atascadero 71/36/s  70/37/s 
Auburn 65/42/s_  65/42/pc 
Barstow 64/40/pc 65/37/s 
Big Sur 67/45/s — 65/45/s 
Bishop 59/22/s 65/23/s 
Blythe 70/40/c  76/42/pc 
Burbank 79/47/pc  77/46/s 
California City 64/40/s  69/40/s 
Carpinteria 64/50/s 6 3/42/s 
Catalina 66/52/pc  65/55/s 
Chico 64/41/pc 66/40/pc 
Crescent City 54/41/c  54/40/pc 
Death Valley 77/43/s_  80/41/s 
Downey 75/50/pe 74/49/s 
Encinitas 72/48/pc  71/46/s 
Escondido 76/45/pc 75/44/s 
Eureka 54/38/c  58/33/pc 
Fort Bragg 56/43/pc + 56/37/pc 
Fresno 64/37/s — 64/40/s 
Gilroy 67/41/s  66/38/pc 
Indio 76/44/pc 78/39/s 
Irvine 72/48/pc + 71/49/s 
Hollywood 72/49/pc  73/49/s 
Lake Arrowhead 63/34/pc  65/24/s 
Lodi 62/40/s_  64/39/pc 
Lompoc 68/40/s_ 6 1/42/s 
Long Beach 73/48/pc 72/49/s 
Los Angeles 74/48/pc  73/49/s 
Mammoth 51/19/s  52/15/s 
Marysville 64/40/s  65/37/pc 
Modesto 63/35/s — 63/39/pc 
Monrovia 77/47/pc 7 4/46/s 
Monterey 64/43/s  61/43/s 
Morro Bay 64/44/s_  61/44/s 


Today Tue. 
City Hi/Lo/W_ Hi/Lo/W 
Napa 65/41/s  66/36/pc 
Needles 74/44/pc  76/43/pc 
Oakland 63/40/s  63/43/pc 
Ontario 79/43/pc  77/44/s 
Orange 76/48/pc 75/40/s 
Oxnard 71/48/s_  66/46/s 
Palm Springs 74/48/pc 74/50/s 
Pasadena 76/47/pc  73/49/s 
Pomona 76/46/pc  75/38/s 
Potter Valley 63/36/pc 65/33/pc 
Redding 64/36/pc 65/41/pc 
Riverside 82/39/pc 78/39/s 
Sacramento 61/35/s  63/40/pc 
Salinas 71/38/s  65/40/s 
San Bernardino 76/44/pc 76/41/s 
San Diego 70/49/pc 70/50/s 
San Fernando 71/47/s 73/46/s 
San Francisco 64/45/s 63/48/pc 
San Jose 68/43/s  65/42/pc 
San Luis Obispo 73/37/s 68/40/s 
San Rafael 60/47/s_  60/40/pc 
Santa Ana 72/48/pc 71/49/s 
Santa Barbara 67/38/s 67/39/s 
Santa Cruz 66/43/s  64/43/pc 
Santa Monica 70/48/pc_ 67/50/s 
Santa Rosa 68/38/s  66/40/pc 
S. Lake Tahoe 51/21/s 51/18/pc 
Stockton 61/34/s  62/38/pc 
Tahoe Valley 51/21/s — 51/18/pc 
Torrance 73/50/pc + 72/50/s 
Vacaville 63/37/s  65/41/pc 
Vallejo 61/46/s_ 60/38/pc 
Van Nuys 78/43/s_  76/46/s 
Visalia 62/36/s 6 1/39/s 
Willits 61/34/pc 6 1/31/pc 
Yosemite Valley 58/23/s  64/24/s 
Yreka 49/24/pc  48/22/pc 


Weather (W): s-sunny, pe-partly cloudy, c-cloudy, sh-showers, t-thunderstorms, r- 


rain, sf-snow flurries, sn-snow, i-ice. 


Lake Mendocino — Lake level: 711.3 feet; Storage: 30,236 acre-feet (Maximum storage 122,500 acre-feet) Inflow: 47 cfs Outflow: N/A cfs Air quality —Not Available 


Recalls 


Continued from Page 1 


51,000 children's fashion sun- 
glasses were recalled for lead- 
based yellow surface paint. 

- Nov. 7, the US. 
Consumer Product Safety 
Commission reported 403,000 
toys were recalled, including 
380,000 toy cars sold at 
Dollar General stores, all for 
lead paint. More warnings 
released on Nov. 7 included 
1,300 Dizzy Ducks music 
boxes, 3,600 Winnie-the-Pooh 
spinning tops, 7,200 Big Red 
wagons, 7,500 Dragster and 
Funny Car toys, and 3,500 
Duck Family collectible wind- 


up toys — all for excessive 
lead and all made in China. 
The U.S. Consumer 


Product Safety Commission 
made a separate announce- 
ment that day, when it pulled 
4.2 million Chinese-made 
Aqua Dots toys for possibly 
containing 1,4 butanediol, 
which when swallowed 
metabolizes into the powerful 
"date-rape" drug. The com- 
mission reported, "If swal- 
lowed, the beads can cause 
unconsciousness, respiratory 
depression, or seizures." The 
toy is distributed by Spin 
Master. 

So far this year, Mattel, the 
world's largest toymaker, has 
recalled over 21 million 
Chinese-made toys worldwide 
due to unsafe design and man- 
ufacturing practices. But on 
Nov. 6, they also recalled 
155,000 Mexican-made 
Fisher Price Laugh & Learn 
kitchen toys as the result of 48 
reports of young children 
choking on its small parts. 
This is an upscale $70 learn- 
ing toy. 

Other recalled toys this 
year have been those with 
small, powerful magnets that 
when swallowed by children 
can connect across their 
intestines and rip through their 
bowels like a gunshot. If more 
than one magnet is swal- 
lowed, the magnets attract to 
each other and cause intestinal 
perforation or blockage. This 
has been fatal to young chil- 
dren who naturally swallow 
small objects. 

Back in August, Mattel vol- 
untarily recalled 18.2 million 
Polly Pocket, Doggie Day 
Care, Batman, Barbie and One 
Piece toys with small mag- 
nets. This was after Mattel 
thought it had solved the prob- 
lem following a 4.4 million 
recall last November of the 
same Polly Pocket toys, by 
adding glue to the parts. Other 
manufacturers have run into 
similar problems this year, 
including Magnetix magnetic 
building sets. 

Ubiquitous lead 

Why is lead still be found 
in some products manufac- 
tured in other parts of the 
world? Because it's cheap, 
easy to work with, and can 
make colored paints brighter 
and keep plastics sturdy. 

The Consumer Product 
Safety Commission is the fed- 
eral agency assigned to pro- 
tect consumers from danger- 
ous products. The agency has 
about 100 investigators to 


monitor over 15,000 different 
products. None of them are 
assigned to only evaluate chil- 
dren's toys. 

Despite recall notices and 
public warnings, the safety 
commission believes that 
many products with the poten- 
tial to seriously injure or kill 
are still being used by chil- 
dren. The agency estimates 
that nearly 50 million product 
units of recalled items may 
still be in people's homes. 

The commission can get 
recalled toys removed store 
shelves, but it's the responsi- 
bility of parents and caretak- 
ers to get these toys out of 
their homes. Many homes 
have hazardous toys that 
should be thrown out, repaired 
or replaced. 

A "dangerous dozen" list 
available at www.cpsc.gov 
from earlier years can be 
checked for recalled toys that 
might still be lurking in your 
child's toy chest. 

The last time recalls on 
toys of this magnitude were 
made was in 1999 when the 
Consumer Product Safety 
Commission obtained some of 
the largest toy recalls in the 
agency's history to that date. 
The 1999 recalls included 
over 10 million ride-on bat- 
tery-powered vehicles, over 
10 million toy basketball set 
nets, and over 19 million dive 
sticks. 

Children's jewelry is a par- 
ticular concern because it is 
sometimes made mostly from 
lead and is easy for young 
children to suck and chew on, 
as well as swallow. Since lead 
accumulates in the body, any 
exposure is potentially harm- 
ful. This year's recalls 
includes millions and millions 
of novelty jewelry given away 
as trinkets or sold by Dollar 
Tree Stores Inc. and most 
major big box stores such as 
K-Mart and Wal-Mart. 

China responds 

The U.S. imports 87 per- 
cent of its $22 billion annual 
toy industry from China. 
Here's a little of what China 
has recently had to say to the 
world media about the recalls. 

According to numerous 
newspaper articles in the U.S. 
and other countries, simulta- 
neous with the Nov. 7 recall 
was the government of the 
Chinese province of 
Guangdong's announcement 
that it was considering a libel 
suit, and Mattel was accused 
of harming the region's repu- 
tation. Chen Li Peng, director 
of the province's fair trade 
bureau, in an interview with 
China Daily, said they feel the 
incident has "stained" the rep- 
utation of Chinese toy manu- 
facturers and "made a large 
number of toy factories lose a 
great deal of money." 

China Daily reported that 
Li Pend told them, "A simple 
apology cannot compensate 
for the losses." 

Lida Plastic Toy Co., a 
major Mattel supplier, sup- 
ported the proposed lawsuit 
while Chinese lawyers were 
saying they expected "billions 
of dollars" in compensation. 


Meanwhile, reports are 
coming out of China indicat- 
ing that during the first eight 
months of 2007 their exports 
grew by over 23 percent. Wei 
Chuanzhong, of their general 
administration of quality 
supervision, inspection and 
quarantine department, told 
the world press this month, 
"Some Chinese manufacturers 
said they had received even 
more orders and their workers 
are busy trying to meet them, 
which shows that our exports 
have not been hit by these 
recalls." Chuanzhong was 
speaking at a press conference 
in the Chinese embassy in 
Washington, D.C. 

It's not all about lead 

Lead, magnets and small 
parts are not the only toy haz- 
ards to be concerned about. 
Although not yet the subject 
of U.S. recalls, phthalates 
(pronounced THAL-ates) are 
banned in Europe. And as of 
Oct. 14, California became the 
first state to ban phthalates in 
products used by children 
under 3. 

A 2000 study by the U.S. 
Centers for Disease Control 
and Prevention found phtha- 
lates present in the urine of 75 
percent of people tested. The 


Environmental Protection 
Agency has asked the 
National Academies of 


Science to produce a report on 
phthalates. That process, how- 
ever, will likely take several 
years. 

Nearly every American has 
been exposed to, and CDC 
research has shown that 95 
percent also have detectable 
levels of bisphenol A in their 
bodies. 

Bisphenol A and phthalates 
are sometimes called the 
"everywhere chemicals" 
because they're so widely 
used. Bisphenol A, which is 
used to make plastics clear, 
strong and _ shatter-resistant, 
shows up in water bottles, 
food containers, baby bottles, 
some dental fillings and the 
coatings for the inside of cans 
containing foods. 

Particle board is another 
product to monitor. It is often 
used in children's furniture 
and some toys, and can legal- 
ly contain lead, cadmium and 
arsenic. There are vendors that 
make chemical-free particle 
board. 

More you should know 

- Children age 4 and 
younger account for almost 
half of all toy-related injuries 
and almost all deaths. 

- Falls and choking cause 
most toy-related deaths and 
injuries in children. Choking 
alone causes one-third of all 
toy-related deaths, most often 
from balloons. 

- U.S. Centers for Disease 
Control and Prevention report 
about 310,000 U.S. children 
ages 1 to 5 have high levels of 
lead toxin in their blood. 

- Relatively small amounts 
of lead can severely interfere 
with the growth and develop- 
ment of young brains if swal- 
lowed or inhaled, causing 
reduced intelligence, learning 
disabilities and behavioral 
problems, among other things. 
Large amounts can be toxic to 
adults, too. 


- A single large dose can 
cause a medical emergency, 
but experts say it is more com- 
mon for lead poisoning to 
build up gradually over time 
from repeated exposures to 
minuscule amounts. Because 
lead accumulates in the body, 
any exposure is potentially 
harmful in the long run. 

- It's important to keep 
track of the Consumer Product 
Safety Commission's recalls. 

- A Consumer Reports 
investigation found many toys 
still on store shelves contain 
dangerous amounts of lead. 

- Parents and caregivers 
can help prevent toy-related 
injuries by always reading 
labels and being safety con- 
scious. These labels tell con- 
sumerts two critical things: If a 
toy is not safe for younger 
children and why it isn't safe. 

- It is vital for consumers to 
check their homes for haz- 
ardous products that have 
been recalled and get rid of 
them. Be on the lookout in 
closets, garages and other 
storage areas. 

- Hand-me-downs and 
older children's products may 
have sentimental value, but 
may not be safe to use. The 
Consumer Product Safety 
Commission has information 
available about these and 


other products frequently 
found at resale stores and yard 
sales. By searching 


www.recalls.gov consumers 
you will know if the items 
should be disposed of or can 
be repaired. 

- Despite recall notices and 
public warnings, many prod- 
ucts with the potential to seri- 
ously injury or kill are still 
being used by children. They 
should be thrown out, repaired 
or replaced. Families planning 
a trip to the thrift store or host- 
ing a yard sale should avoid 
purchasing or selling recalled 
products. 

- Avoid buying toys from 
dollar stores and flea markets. 
Children's novelty jewelry is 
especially a concern because 
it is sometimes made almost 
entirely of lead. 

- Most large toy manufac- 
turers are now promising to 
diligently test toys. Many 
smaller, off-brand toymakers, 
however, don't test. 

- Home lead testing kits 
often give false positive and 
false negative readings. They 
can't be relied on and the test 
usually destroys the toy. 

- A federal ban was placed 
on lead-based paint for hous- 
ing in 1978; the last leaded 
gas was pumped in 1991. 

- The biggest source of lead 
poisoning is still paint in older 
homes and apartments. 


REGAL CINEMAS. 


* Pass / Discount Ticket Restrictions Apply 
Bargain Shows In () 


UKIAH STADIUM 6 

612 S. State St. 800-FANDANGO 1703# 
Adv. Tix on Sale THE GOLDEN 
COMPASS (PG-13) x 
ENCHANTED (PG) x 
BEOWULF (PG-13) 

HITMAN (R) - ID REQ'D 
AUGUST RUSH (PG) 

MR. MAGORIUM'S WONDER 
EMPORIUM (G) 
BEE MOVIE (PG) 
Times For 11/26 


(440) 720 
(420) 700 
(500) 735 
(445) 725 


(505) 730 
(455) 715 


www.REGmovies.com 
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Three more homes 
discovered destroyed, 
fire 70% contained 


By THOMAS WATKINS 
Associated Press Writer 


MALIBU — Governor Arnold Schwarzenegger says the 
number of homes destroyed by the Malibu wildfire has now 
been counted at 53 -- that’s three more than estimates from ear- 


lier today. 


The governor spoke at a Malibu news conference this after- 
noon after touring fire-damaged neighborhoods in the coastal 


enclave. 


Despite the newfound losses firefighters made huge gains 
today and the wildfire is now 70 percent surrounded according 
to Los Angeles County Fire Inspector Ron Haralson. 

Haralson says all closed roads will be reopened by 8 p.m. 
tonight, including the Pacific Coast Highway in both directions. 

Hundreds of firefighters and equipment from throughout the 
state had been positioned in Southern California for most of the 
week because of the predicted Santa Ana winds. Residents said 
they have grown accustomed to the potential fire danger when 


the strong gusts blow. 


Thirty-four more homes were damaged by the flames that 
broke out early yesterday but are still standing. 


Palace 


Continued from Page 1 


“The Palace Hotel and 
resturaunt, long a favorite 
gathering place for local 
luminaries and famous visi- 
tors, distinguished itself by 
serving up a ‘hearty table’ 
and buy furnishing congenial 
lodgings,” stated a portion of 
an undated advertisement for 
the establishment. “Two 
California governors, 
Richardson and Pardee, 
lodged at the Palace, as did 
characters like film stars 
Elona Macey and Hoot 
Gibson--who on one occa- 
sion, rode his horse down the 
main hallway.” 

The hotel was originally 
built out of wood in the late 
1870s across the street from 
the current location and was 
leveled by one of Ukiah’s 
many fires of that era. 

It was rebuilt in 1891 of 
brick and featured two iron 
columns at the corner 
entrance at Smith and State 
streets that were discovered 
during renovation in the 
1970s. 


In 1977 the hotel was 
bought by Baker and Co., an 
investment syndicate, who 
began a $3 million renova- 
tion project. Near the com- 
pletion of the construction 
four years later, it went up for 
sale. 


By that time the last ten- 
ants were around 50 low- 
income elderly people and 
the building had become run- 
down. 

Despite the fact that in 
1979 the building was named 
to the National Register of 
Historic Places and the list of 
state historic landmarks, the 
structure has come close to 
being demolished several 
times. 

One of those instance 
occured in Jan. 1990 when 
the property when on the 
auction block. It was at that 
time that city officials decid- 
ed that if no buyer could be 
found, that the structure 
would be razed. 

The minimum bid, 
$115,000 was paid by a 
group of out-of-town 
investors, who later were 
forced to sell the property in 
May of 1992 after a dispute 
over ownership. 

So what does the future 
hold for the hotel? 

Cindy Cole of the Friends 
of the Palace Hotel said her 
group’s goal is to encourage 
historic preservation and 
redevelopment of the Palace 
as an economically viable 
part of the downtown. 

She said the group is in 
active negotiations with the 
current owner, Eladia Laines 
Ganulin, although she could 
not say what if any progress 
has been made. 

Rob Burgess can be reached 
at udjrb@pacific.net. 


SHOP, DINE, AND ENJOY THE HOLIDAYS 
IN HISTORIC DOWNTOWN UKIAH! 


- Free trolley rides, entertainment, 
and refreshments 
« Free entries to win raffles for 
Downtown Dollars 
- Free four-hour parking on Fridays 
with purchase 
For more info, contact the 


Ukiah Main Street Program at 463-6729 


Over 33 Historic Downtown merchants staying open 
late - till 7 pm on Thursdays, including: Bead Fever, 
Brides and Maids, Graces on Main, Incognito, Little 
Brown Bear, Mendo Massage, Mendocino Bounty, One 
Earth Gallery and Gift, Rainforest Fantasy, Schat’s 
T.B. Greene Gallery, and many more! 


Addl sponsors: Ukiah Daily Journal, KWNE, Family-Life Magazine, City of 
Ukiah, Ukiah Chamber of Commerce, KZYX & Z, Powerhouse, Ukiah Main 


Street Program. 


